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TITLE  3— THE  PRESIDENT 

PROCLAMATION  3046 

Pan  American  Day,  1954 

BY  THE  PRESIDENT  OF  THE  UNITED  STATES 
OF  AMERICA 
A  PROCLAMATION 

WHEREAS  the  American  Republics 
Jointly  and  severally  honor  April  14  as 
a  date  of  Hemisphere  significance,  since 
that  day  sixty-four  years  ago  marked 
the  beginning  of  the  association  which 
has  developed  into  the  Organization  of 
American  States  and  in  which  the 
twenty-one  American  Republics  are 
Member  States; 

WHEREAS  the  Tenth  Inter-American 
Conference  this  year  focuses  attention 
once  again  upon  the  fundamental  im¬ 
portance  of  inter-American  solidarity  as 
an  indispensable  bulwark  of  the  free 
world ; 

WHEREAS  the  reciprocal  friendship, 
mutual  respect,  and  steadfast  coopera¬ 
tion  of  the  American  Republics  stand  as 
an  example  which  other  nations  have 
come  to  recognize  and  accept  as  a  work¬ 
ing-model  for  international  relation¬ 
ships; 

WHEREAS  for  all  of  the  foregoing 
reasons  April  14  is  a  recurrent  occasion 
for  thanksgiving  and  rejoicing  on  the 
part  of  the  people  of  the  United  States 
in  common  with  the  sister  nations  of 
America : 

NOW,  THEREFORE,  I,  DWIGHT  D. 
EISENHOWER,  President  of  the  United 
States  of  America,  do  hereby  proclaim 
Wednesday,  April  14,  1954,  as  Pan 
American  Day,  for  celebration  by  the 
people  of  this  nation  as  the  day  of  the 
Americas  and  a  day  for  expressing  that 
good  will  toward  the  other  American 
Peoples  and  that  faith  in  our  mutual  ad¬ 
herence  to  the  principles  of  freedom  and 
democracy  which  have  inspired  our  in¬ 
dependence  as  nations  and  cemented 
our  cooperation  as  neighbors. 

I  call  upon  officials  of  the  Federal, 
State,  and  local  Governments;  repre¬ 
sentatives  of  civic,  educational,  and  re¬ 
ligious  organizations;  agencies  of  the 
Press,  radio,  television,  motion  picture, 
and  other  media  of  communications;  and 
ail  the  people  of  the  United  States  of 


America,  to  cooperate  in  fitting  ob¬ 
servance  of  Pan  American  Day,  by 
ceremonies  or  other  public  activities  ap¬ 
propriate  to  the  occasion,  as  a  symbol 
of  inter-American  solidarity. 

IN  WITNESS  WHEREOF,  I  have  here¬ 
unto  set  my  hand  and  caused  the  Seal 
of  the  United  States  of  America  to  be 
affixed. 

DONE  at  the  City  of  Washington  this 
20th  day  of  March  in  the  year  of  our 
Lord  nineteen  hundred  and 
[seal]  fifty-four,  and  of  the  Independ¬ 
ence  of  the  United  States  of 
America  the  one  hundred  and  seventy- 
eighth. 

Dwight  D.  Eisenhower 

Ey  the  President: 

John  Foster  Dulles, 

Secretary  of  State. 

|F.  R.  Doc.  54-2155;  Filed,  Mar.  23,  1954; 

3:25  p.  m.] 


TITLE  6— AGRICULTURAL  CREDIT 

Chapter  IV — Commodity  Stabilization 
Service  and  Commodity  Credit  Cor¬ 
poration,  Department  of  Agricul¬ 
ture. 

Subchapter  A — General  Regulations  and  Policies 

Part  402 — Pricing  Policy  for  Certain 
Commodities  Available  for  Sale 

restrictions  on  export  sales;  other 
sales 

The  regulation  published  in  18  F.  R. 
1583,  containing  the  pricing  policy  for 
certain  commodities  available  for  sale, 
is  hereby  amended  as  follows: 

1.  Section  402.102  Restrictions  on  ex¬ 
port  sales  is  amended  to  read  as  follows: 

§  402.102  Restrictions  on  export  sales. 
Sales  are  restricted  to  buyers  not  using 
Foreign  Operations  Administration 
funds  or  other  funds  of  the  United 
States  Government.  Commodities  pur¬ 
chased  from  CCC  may  be  resold  to 
buyers  using  any  such  funds  only  if  it 
is  determined  by  CCC  that  the  purchase 
price  paid  to  it  by  the  purchaser  is  not 
less  than  (a)  the  higher  of  the  support 
price  plus  handling  and  storage  costs 
(Continued  on  p.  1595) 
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or  the  domestic  market  price  on  the 
date  of  sale  by  CCC,  in  the  case  of  funds 
appropriated  or  reappropriated  under 
Title  III  of  the  Mutual  Security  Appro¬ 
priation  Act  of  1953,  or  (b)  the  higher 
of  the  minimum  price  required  by  the 
statutory  pricing  restriction,  if  any,  ap¬ 
plicable  to  sales  made  by  CCC  for  other 
Government  funds,  or  the  domestic 
market  price  on  the  date  of  sale  by  CCC, 
in  the  case  of  any  other  such  funds. 

2.  Section  402.105  Other  sales  is 
amended  to  read  as  follows: 

§  402.105  Other  sales.  The  general 
policy  of  Commodity  Credit  Corporation 
of  making  sales  on  a  bid  or  negotiated 
basis  will  continue  to  apply  to  all  sales 
not  covered  by  this  announcement,  in¬ 
cluding  all  sales  which  involve  the  use  of 
Foreign  Operations  Administration  or 
other  U.  S.  Government  funds.  In¬ 
quiries  with  respect  to  such  sales  may  be 
addressed  to  the  Commodity  Stabiliza¬ 
tion  Service,  United  States  Department 
of  Agriculture,  Washington  25,  D.  C. 

(Sec.  407,  63  Stat.  1055;  7  U.  S.  C.  Sup.  1427) 

Issued:  March  19,  1954. 

[seal]  Walter  C.  Berger, 

Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

(P.  R.  Doc.  54-2114;  Filed,  Mar.  24,  1954; 

8:55  a.  m.J 


Subchapter  B — Loans,  Purchases,  and  Other 
Operations 

£1953  C.  C.  C.  Grain  Price  Support  Bulletin  1, 
Supp.  1,  Amdt.  1,  Corn] 

Part  421 — Grains  and  Related 
Commodities 

Subpart — 1953-Crop  Corn  Loan  and 
Purchase  Agreement  Program 

miscellaneous  amendments 

The  regulations  issued  by  the  Com¬ 
modity  Credit  Corporation  and  the  Com¬ 
modity  Stabilization  Service  published  in 
18  F.  R.  5359  and  6983,  and  containing 
the  specific  requirements  for  the  1953- 
Crop  Corn  Price  Support  Program  are 
hereby  amended  as  follows: 

1.  Section  421.52  (d)  (formerly  §  601.52 
(d))  is  amended  by  inserting  the  words 
“may  not  be  or"  in  the  first  sentence 
thereof  after  the  word  "producers.” 

2.  Section  421.57  (formerly  §  601.57)  is 
amended  by  (1)  changing  the  words 
"are  not”  in  the  first  sentence  of  para¬ 
graph  (c)  to  “may  not  be,”  by  (2)  adding 
a  new  paragraph  (d)  to  provide  that  the 
State  committee  shall  call  farm-storage 
loans  and  require  that  deliveries  be  made 
under  purchase  agreements  from  farm- 
storage  during  the  earlier  delivery  period 
whenever  the  State  committee  deter¬ 
mines  that  producers  in  any  area  are 
not  in  a  position  to  safely  store  corn  for 
the  full  storage  period,  and  by  (3) 
changing  former  paragraph  (d)  to  (e)  so 
that  the  amended  section  reads  as 
follows : 

§  421.57  Maturity  of  loans  and  de¬ 
livery.  (a)  Loans  mature  on  demand 
but  not  later  than  July  31,  1954. 

<b)  Corn  may  be  delivered  under  pur¬ 
chase  agreements  and  in  satisfaction  of 


farm-storage  loans  after  maturity  in 
accordance  with  §  421.18. 

(c)  In  areas  where  it  is  determined  by 
the  ASC  State  committee  that  some  pro¬ 
ducers  may  not  be  in  a  position  to  store 
com  safely  for  the  full  storage  period 
(for  reasons  set  forth  in  §  421.52  (d)), 
the  ASC  State  committee  may  establish 
an  earlier  delivery  period  prior  to  matu¬ 
rity  (in  addition  to  the  regular  delivery 
period)  during  which  producers  may 
voluntarily  deliver  corn  in  farm-storage 
under  loans  and  purchase  agreements. 
Such  earlier  delivery  period,  if  estab¬ 
lished,  shall  be  the  first  10  days  of  either 
April,  May,  June,  or  July  1954.  CCC 
will  accept  deliveries  of  corn  during  such 
10-day  period,  provided  the  producer 
notifies  the  ASC  county  committee  of  his 
intention  to  deliver  at  least  10  days 
prior  to  the  first  day  of  the  10-day  de¬ 
livery  period.  The  10-day  delivery 
period  may  be  extended  if  it  is  deter¬ 
mined  by  the  county  committee  that 
more  time  is  needed  for  the  acceptance 
of  deliveries. 

(d)  If  the  ASC  State  committee  deter¬ 
mines  that  producers  in  any  area  are  not 
in  a  position  to  safely  store  corn  for  the 
full  storage  period  (for  reasons  set  forth 
in  §  421.52  (d)),  all  farm-storage  loans 
in  such  area  shall  be  called  promptly  by 
the  ASC  State  committee,  and  producers 
who  elect  to  make  deliveries  from  farm- 
storage  under  purchase  agreements  shall 
be  required  to  do  so  during  the  delivery 
period  for  loans.  Such  earlier  delivery 
period,  if  established,  shall  begin  at  least 
30  days  after  the  final  date  of  availability 
of  loans  and  purchase  agreements  estab¬ 
lished  by  the  ASC  State  committee,  and 
not  before  April  1,  1954. 

(e)  Corn  under  farm-storage  loan 
may  be  delivered  at  any  time  prior  to 
maturity  with  the  approval  of  the  county 
committee,  if  the  farm  is  sold  or  there 
is  a  change  of  tenancy,  or  if  the  corn  is 
going  out  of  condition,  or  threatened 
with  damage  by  flood  or  other  conditions 
which  are  beyond  the  control  of  the  pro¬ 
ducer. 

3.  Section  421.60  (d)  (formerly 

§  601.60  (d)  is  amended  by  correcting 
paragraph  references  contained  therein 
and  by  adding  a  reference  to  §  421.57  (d) 
so  that  the  amended  paragraph  reads  as 
follows: 

§  421.60  Settlement—  *  *  • 

(d)  Charges  for  early  delivery.  (1)  If 
corn  is  delivered  to  CCC  before  July 
31,  1954,  in  accordance  with  §  421.57  (c), 
or  in  accordance  with  §  421.57  (e) ,  except 
as  provided  in  subparagraph  (2)  of  this 
paragraph,  a  charge  shall  be  made 
against  the  producer  at  the  time  of  set¬ 
tlement  at  the  rate  of  %o  of  a  cent  per 
bushel  a  day  from  the  date  delivery  is 
accomplished,  or  from  the  final  date  for 
delivery  shown  in  the  delivery  instruc¬ 
tions  issued  by  the  county  committee, 
whichever  is  earlier,  through  July  31, 
1954,  to  compensate  CCC  for  the  carry¬ 
ing  charges  incurred  because  of  early 
delivery. 

(2)  No  such  charge  shall  be  made  for 
early  delivery  when  the  delivery  is  made 
in  accordance  with  §  421.57  (d) ,  or  in  ac¬ 
cordance  with  §  421.57  (e)  because  the 
corn  is  threatened  with  damage  by  flood 
or  other  conditions  which  are  beyond  the 


control  of  the  producer,  or  when  the  de¬ 
livery  is  made  on  demand  by  CCC  and 
such  demand  is  not  due  to  negligence  on 
the  part  of  the  producer. 

(Sec.  4,  62  Stat.  1070,  as  amended;  15  U.  S.  C. 
Sup.  714b.  Interpret  or  apply  sec.  5,  62  Stat. 
1072,  secs.  101,  401,  63  Stat.  1051;  15  U.  S.  C. 
Sup.  714c,  7  U.  S.  C.  Sup.  1441,  1421) 

Issued  this  19th  day  of  March  1954. 

[seal]  Walter  C.  Berger, 

Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

[F.  R.  Doc.  54-2115;  Filed,  Mar.  24,  1954; 
8:55  a.  m.] 


[1954  C.  C.  C.  Grain  Price  Support  Bulletin  1, 
Amdt.  1] 

Part  421 — Grains  and  Related 
Commodities 

Subpart — General  Provisions  1954-Crop 
Price  Support  Programs  for  Grains 
and  Related  Commodities 

INTEREST  RATE 

The  regulations  issued  by  the  Com¬ 
modity  Credit  Corporation  and  the  Com¬ 
modity  Stabilization  Service  published 
in  19  F.  R.  967  and  containing  regula¬ 
tions  of  a  general  nature  with  respect  to 
price  support  programs  for  certain 
grains  and  other  commodities  produced 
in  1954  are  amended  as  follows: 

Section  421.411  Interest  rate  is  amend¬ 
ed  by  inserting  "3  Vi”  before  the  word 
"percent”  the  first  time  it  appears  so 
that  the  section  begins  "Loans  shall: 
bear  interest  at  the  rate  of  3  Vs  per¬ 
cent  *  •  • .” 

(Sec.  4.  62  Stat.  1070,  as  amended;  15  U.  S.  C. 
Sup.  714b.  Interprets  or  applies  sec.  5,  62 
Stat.  1072,  secs.  101,  301,  401,  63  Stat.  1051, 
66  Stat.  758,  15  U.  S.  C.  Sup.  714c;  7  U.  S.  C. 
Sup.  1441,  1447,  1421) 

Issued  this  19th  day  of  March  1954. 

[seal!  Walter  C.  Berger, 

Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

[F.  R.  Doc.  54-2113;  Filed,  Mar.  24,  1954; 
8:55  a.  m.J 


(1954  C.  C.  C.  Flaxseed  Bulletin  1,  Amdt.  1] 

Part  421 — Grains  and  Related 
Commodities 

Subpart — 1954  Texas  Flaxseed 
Purchase  Program 

BASIC  PURCHASE  PRICES 

The  regulations  issued  by  the  Com¬ 
modity  Credit  Corporation  and  the 
Commodity  Stabilization  Service  pub¬ 
lished  in  19  F.  R.  1105,  and  containing 
the  specific  requirements  for  the  1954 
Texas  Flaxseed  Purchase  Program  are 
amended  as  follows: 

Section  421.679  (a)  is  amended  by 
adding  Red  River  County,  Texas  to  the 
list  of  counties  for  which  the  program 
is  authorized  and  by  showing  the  basic 
purchase  rate  per  bushel  for  No.  1  Flax¬ 
seed  for  that  county  to  be  $2.78. 

(Sec.  4.  62  Stat.  1070,  as  amended;  15  U.  S.  C. 
Sup.  714b.  Interprets  or  applies  sec.  5,  62 
Stat.  1072,  secs.  301,  401,  63  Stat.  1053,  1054; 


15% 


RULES  AND  REGULATIONS 


15  U.  S.  C.  Sup.  714c,  7  U.  S.  C.  Sup.  1447, 
1421) 

Issued  this  19th  day  of  March  1954. 

I  seal]  Walter  C.  Berger, 

Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

IF.  R.  Doc.  54-2112;  Filed.  Mar.  24,  1954; 
8:54  a.  m.J 


TITLE  7— AGRICULTURE 

Chapter  VIII — Commodity  Stabiliza¬ 
tion  Service  (Sugar),  Department  of 
Agriculture 

Subchapter  H — Determination  of  Wage  Rates 

(Sugar  Determination  862.6] 

Part  862 — Sugar  Beets;  Regions  Other 
Than  State  of  California,  South¬ 
western  Arizona,  Southern  Oregon, 
and  Western  Nevada 

1954  CROP 

Pursuant  to  the  provisions  of  section 
301  (c)  (1)  of  the  Sugar  Act  of  1948,  as 
amended  (herein  referred  to  as  “act”), 
after  investigation,  and  consideration  of 
the  evidence  obtained  at  the  public  hear¬ 
ing  held  in  several  cities  in  the  sugar 
beet  area  during  November  and  Decem¬ 
ber  1953,  the  following  determination  is 
hereby  issued: 

§  862.6  Fair  and  reasonable  wage 
rates  for  persons  employed  in  the  pro¬ 
duction,  cultivation,  or  harvesting  of  the 
1954  crop  of  sugar  beets  in  regions  other 


than  the  State  of  California,  south¬ 
western  Arizona,  southern  Oregon,  and 
western  Nevada — (a)  Requirements. 
The  requirements  of  section  301  (c)  (1) 
of  the  act  shall  be  deemed  to  have  been 
met  with  respect  to  the  production,  culti¬ 
vation,  or  harvesting  of  the  1954  crop 
of  sugar  beets  in  regions  other  that  the 
State  of  California,  southwestern  Ari¬ 
zona,  southern  Oregon,  and  western  Ne¬ 
vada  if  the  producer  complies  with  the 
following : 

( 1 )  Wage  rates.  All  persons  employed 
on  the  farm,  or  part  of  the  farm  covered 
by  a  separate  labor  agreement,  shall  have 
been  paid  in  full  for  all  such  work  and 
shall  have  been  paid  pages  in  cash  there¬ 
for  at  rates  as  agreed  upon  between  the 
producer  and  the  laborer  but,  after  the 
beginning  of  work  on  the  1954  crop  of 
sugar  beets  or  the  date  of  issuance  of  this 
determination,  whichever  is  later,  not 
less  that  the  following : 

(i)  When  employed  on  a  time  basis, 

(a)  For  thinning,  hoeing,  or  weeding; 
65  cents  per  hour. 

(b)  For  pulling,  topping,  or  loading: 
70  cents  per  hour. 

(c)  For  the  operations  specified  above 
performed  by  workers  between  14  and  16 
years  of  age  the  above  rates  may  be  re¬ 
duced  by  not  more  than  one-third. 
Maximum  employment  for  workers  be¬ 
tween  14  and  16  years  of  age,  without 
deduction  from  payments  under  the  act 
to  the  producer,  is  8  hours  per  day. 

(ii)  When  employed  on  a  piecework 
basis  for  thinning,  hoeing,  and  weeding. 


(iii)  When  employed  on  a  piecework 
basis  for  harvesting.  The  piecework 
rates  for  hand  pulling,  topping,  and  load¬ 
ing  shall  be  those  agreed  upon  between 
the  producer  and  the  worker;  Provided, 
That  the  average  hourly  rate  of  earnings 
for  each  worker  for  the  time  involved  on 
each  separate  unit  of  work  for  which  a 
piecework  rate  is  agreed  upon  shall  be 
not  less  than  70  cents  per  hour. 

(iv)  When  employed  on  a  time  or 
piecework  basis  for  other  operations. 
For  operating  mechanical  equipment, 
irrigating,  and  all  other  operations  in  the 
production,  cultivation,  or  harvesting  of 
sugar  beets  for  which  a  rate  is  not  speci¬ 
fied  herein,  the  rate  shall  be  as  agreed 
upon  between  the  producer  and  laborer. 

(b)  Perquisites.  In  addition  to  the 
foregoing,  the  producer  shall  furnish  to 
the  laborer,  without  charge,  the  perqui¬ 
sites  customarily  furnished  by  him,  such 
as  housing,  garden  plot,  and  similar 
items. 

(c)  Subterfuge.  The  producer  shall 
not  reduce  the  wage  rates  to  laborers 
below  those  determined  in  this  section 
through  any  subterfuge  or  device  what¬ 
soever. 

(d)  Claim  for  unpaid  wages.  Any 
person  who  believes  he  has  not  been  paid 
in  accordance  with  this  determination 
may  file  a  wage  claim  with  the  local 
County  Agricultural  Stabilization  and 
Conservation  Office  against  the  producer 
on  whose  farm  the  work  was  performed. 
Such  claim  must  be  filed  within  two 
years  from  the  date  the  work  with  re¬ 
spect  to  which  the  claim  is  made  was 
performed.  Detailed  instructions  and 
wage  claim  forms  are  available  at  that 
office.  Upon  receipt  of  a  wage  claim  the 
county  office  shall  thereupon  notify  the 
producer  against  whom  the  claim  is  made 
concerning  the  representation  made  by 
the  laborer.  The  County  ASC  Commit¬ 
tee  shall  make  such  investigation  as  it 
deems  necessary  and  the  producer  and 
laborer  shall  be  notified  in  writing  of  its 
recommendation  for  settlement  of  the 
claim.  If  either  party  is  not  satisfied 
with  the  recommended  settlement,  an 
appeal  may  be  made  to  the  State  Agri¬ 
cultural  Stabilization  and  Conservation 
Office  of  the  State  in  which  is  located 
the  farm  where  the  work  was  performed. 
The  address  of  the  State  Office  will  be 
furnished  by  the  local  county  office. 
Upon  receipt  of  the  appeal  the  State  ASC 
Committee  shall  likewise  consider  the 
facts  and  the  producer  and  laborer  shall 
be  notified  in  writing  of  its  recommenda¬ 
tion  for  settlement  of  the  claim.  If  the 
recommendation  of  the  State  Committee 
is  not  acceptable,  either  party  may  file 
an  appeal  with  the  Director  of  the  Sugar 
Division,  Commodity  Stabilization  Serv¬ 
ice,  U.  S.  Department  of  Agriculture, 
Washington  25,  D.  C.  All  such  appeals 
shall  be  filed  within  15  days  after  receipt 
of  the  recommended  settlement  of  the 
respective  committee,  otherwise  such 
recommended  settlement  will  be  applied 
in  making  payments  under  the  act.  If 
a  claim  is  appealed  to  the  Director  of  the 
Sugar  Division,  his  decision  shall  be 
binding  on  all  parties  insofar  as  pay¬ 
ments  under  the  act  are  concerned. 


Rates  i*kr  Acre  by  Indicated  Wage  Districts 


I 

II 

III 

IV 

V 

VI 

Operations 

Illinois, 

Indiana, 

Michigan, 

Ohio, 

W  iscon- 
sin 

(A) 

Minne¬ 

sota 

(North¬ 

western), 

North 

Dakota 

(Eastern) 

(B) 

Iowa 

Min¬ 

nesota 

(South¬ 

ern) 

Colorado, 
Kansas, 
Nebraska, 
New  Mex¬ 
ico,  South 
Dakota, 
Texas, 
Utah  (East 
Central) 
Wyoming, 
(South¬ 
eastern  and 
Eastern) 

(A) 

Montana 

(except 

Western), 

North 

Dakota 

(West¬ 

ern), 

Wyo¬ 

ming 

(North¬ 

ern) 

(B) 

Mon¬ 

tana 

(West¬ 

ern) 

Idaho 
(South¬ 
ern  and 
Eastern), 
Nevada 
(North¬ 
ern), 

Utah  (ex¬ 
cept  East 
Central) 

Idaho 

(West¬ 

ern), 

Oregon 

(except 

South¬ 

ern), 

Wash  ing- 
ton 

Thinning 

Hoe  and  finger  thinning  fields 
planted  with  processed  seed 
(note  1): 

Without  machine  thinning. 

$13.00 

$13  00 

$14.00 

$13.  50 

$14.50 

$13.50 

$13.00 

$13.00 

W  ith  machine  thinning _ 

11.00 

11.00 

12.  (M) 

11.50 

12.  .50 

11.  50 

11.00 

11.00 

Hoe  thinning  only  (any  type 

9.00 

9.00 

10.00 

9.50 

10.50 

9.50 

9.00 

9.00 

seed). 

Weeding 

First  hoeing  following  complete 
machine  thinning  (note  21 _ 

9.00 

9.00 

10.00 

9.50 

10.50 

9.50 

9.00 

9.00 

First  hoeing  following  hoe  thin- 
ing  only . . . . 

6.50 

6.00 

6.00 

6.50 

7.00 

7.00 

6.00 

6.00 

First  hoeing  following  hoe  and 
finger  thinning  or  hoe  thining 
only . . . . . . 

4.50 

6.00 

5.00 

6.50 

6.00 

6.00 

5.00 

7.00 

Second  and  each  subsequent 
hoeing  or  weeding . . 

3.00 

3.50 

4.00 

4.00 

4.50 

5.50 

4.00 

6.00 

(  omhivrd  operation*.  Where  a  written  agreement  provides  for  a  combined  rate  for  “summer  work”,  the  rate  for 
such  work  regardless  of  the  number  of  hoeings  or  weedings  required,  shall  be  the  sum  of  the  applicable  thinning, 
hoeing,  and  weeding  rates  specified  above. 

W  ide  row  planting.  The  above  thinning,  hoeing,  and  weeding  rates  may  be  reduced  by  not  more  than  the  indicated 
percentages  for  the  following  row  spacings:  28  inches  or  more  but  less  than  31  inches,  20  percent;  31  inches  or  more 
but  less  than  34  inches,  25  percent;  34  inches  or  more,  30  percent. 

Dm  cnltiration.  Where  cross  cultivation  is  performed  prior  to  hoeing  or  weeding  the  specified  first  hoeing  rate, 
other  than  first  hoeing  following  complete  machine  thinning,  may  lie  reduced  by  not  more  than  $1.00  jnsr  acre,  and 
the  specified  subsequent  hoeing  or  weeding  rate  may  be  reduced  by  not  more  than  50  cents  per  acre. 

Note  1:  The  basic  piecework  rate  for  hoe  and  finger  thinning  fields  planted  with  natural  whole  seed  shall  be  $2.00 
per  acre  more  than  the  rates  specified  above. 

Note  t:  The  above  rate  is  applicable  on  fields  which  have  been  completely  machine  thinned;  where  the  worker  is 
not  required  to  finger  thin;  and  when  the  oi>e ration  is  |>erformed  at  the  time  first  hoeing  customarily  is  performed. 
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STATEMENT  OF  BASES  AND  CONSIDERATIONS 

(a)  General.  The  foregoing  determi¬ 
nation  provides  fair  and  reasonable  wage 
rates  which  a  producer  must  pay  as  a 
minimum,  for  work  performed  by  per¬ 
sons  employed  on  the  farm  in  the  pro¬ 
duction,  cultivation,  or  harvesting  of  the 
1954  crop  of  sugar  beets  in  regions  other 
than  the  State  of  California,  southwest¬ 
ern  Arizona,  southern  Oregon,  and 
western  Nevada  as  one  of  the  conditions 
for  payment  under  the  act. 

(b)  Requirements  of  the  act  and 
standards  employed.  In  determining 
fair  and  reasonable  wage  rates  the  act 
requires  that  a  public  hearing  be  held, 
that  investigations  be  made,  and  that 
consideration  be  given  to  (1)  the  stand¬ 
ards  formerly  established  by  the  Secre¬ 
tary  of  Agriculture  under  the  Agricul¬ 
tural  Adjustment  Act,  as  amended  (i.  e., 
cost  of  living,  prices  of  sugar  and  by¬ 
products,  income  from  sugar  beets  and 
cost  of  production) ;  and  (2)  the  differ¬ 
ences  in  conditions  among  various  sugar 
producing  areas. 

(c)  1954  wage  determination.  This 
determination  differs  from  the  1953  wage 
determination  in  the  following  respects: 
(1)  Piecework  rates  for  hand  harvesting 
sugar  beets  will  be  as  agreed  upon  be¬ 
tween  producers  and  workers,  subject  to 
a  minimum  hourly  earnings  guarantee, 
instead  of  specific  piecework  rates  for 
harvesting  operations:  and  (2)  certain 
explanations  and  piecework  rate  defini¬ 
tions  have  been  clarified  or  eliminated. 

A  public  hearing  was  held  in  Detroit, 
Michigan;  St.  Paul,  Minnesota;  Billings, 
Montana;  Salt  Lake  City,  Utah;  and 
Greeley,  Colorado  during  the  period  No¬ 
vember  30  through  December  11,  1953  at 
which  interested  parties  presented  testi¬ 
mony  with  respect  to  fair  and  reasonable 
wage  rates  for  work  on  the  1954  crop  of 
sugar  beets.  At  the  hearing  and  through 
supplemental  briefs  most  of  the  producer 
representatives  recommended  the  contin¬ 
uation  of  the  1953-crop  wage  rates  for 
the  1954  crop.  Producers  generally,  ex¬ 
cept  in  the  Great  Lakes  region,  recom¬ 
mended  reductions  in  the  wage  rate  for 
first  hoeing  work,  following  complete  ma¬ 
chine  thinning,  of  between  $1.50  and 
$3.00  per  acre  on  the  basis  that  wage 
costs  and  worker  earnings  for  this  oper¬ 
ation  in  1953  were  disproportionate  to  the 
other  cultivating  operations.  Certain 
producer  representatives  expressed  the 
belief  that  the  differential  rates  which 
have  been  maintained  between  specific 
districts  because  of  differences  in  man¬ 
hour  requirements,  cultivation  practices, 
and  soil  and  weed  conditions,  have  be¬ 
come  less  pronounced  as  a  result  of 
mechanization  and  chemical  weed  con¬ 
trol.  They  suggested  a  lowering  of  the> 
rates  to  the  level  of  the  contiguous  wage 
districts.  In  view  of  the  increase  in  me¬ 
chanical  thinning  some  producers  also 
recommended  a  single  pre-weeding  rate, 
that  for  first  hoeing  following  complete 
hiachine  thinning,  with  other  pre-weed¬ 
ing  wage  rates  to  be  as  agreed  upon  be¬ 
tween  the  producer  and  the  worker.  In 
response  to  questions  by  the  presiding  of¬ 
ficers  seeking  views  on  simplification  of 
the  wage  structure  of  the  determination, 
most  producer  representatives  expressed 
the  opinion  that  specific  piecework  rates 


were  preferable  to  a  provision  which 
would  require  piecework  rates  as  agreed 
upon  between  the  producer  and  the 
worker  with  average  earnings  of  not  less 
than  the  hourly  rates  specified  in  the 
determination.  The  reasons  for  their 
position  were  the  added  supervisory  re¬ 
quirements,  the  keeping  of  time  records, 
and  the  family  characteristics  of  most 
labor  crews.  However,  one  producer 
representative  indicated  that  such  a 
minimum  hourly  earnings  guarantee  for 
piecework  employees  might  be  feasible 
for  harvesting  work  only,  since  a  very 
large  proportion  of  the  sugar  beets  are 
now  mechanically  harvested  and  the 
earnings  of  hand  harvesters  would  prob¬ 
ably  exceed  the  minimum  hourly  wage 
rate  of  the  determination. 

Consideration  has  been  given  to  rec¬ 
ommendations  made  at  the  hearing,  to 
current  crop  and  price  conditions,  to 
data  reflecting  the  economic  position  of 
producers,  to  the  cost  of  living  of  workers, 
to  changes  occurring  in  production 
methods,  to  investigations,  and  to  other 
pertinent  factors.  An  analysis  of  these 
factors  indicates  that  the  wage  rates 
of  this  determination  are  within  pro¬ 
ducers’  ability  to  pay  and  will  return 
to  workers  average  earnings  which  re¬ 
flect  changes  in  living  costs  during  re¬ 
cent  years. 

During  the  past  decade  mechanical 
harvesting  of  sugar  beets  has  progressed 
rapidly.  It  is  estimated  that  about  90 
percent  of  the  1953  crop  was  machine 
harvested.  Since  some  farm  families 
hand  harvest  their  own  crops,  piecework 
rates  are  effective  for  relatively  few 
farms  during  harvest.  The  elimination 
of  specific  piecework  rates  for  hand  har¬ 
vesting  and  the  provision  for  agreed 
upon  piecework  rates  with  a  minimum 
hourly  earnings  guarantee  to  workers, 
will  provide  more  flexible  wage  rate  ar¬ 
rangements  on  farms  where  hand  har¬ 
vesting  is  performed.  The  minimum 
guarantee  of  70  cents  per  hour  is  con¬ 
sidered  to  be  a  reasonable  level  and  there 
should  be  no  necessity  for  adjustment 
of  workers’  earnings  if  the  agreed  upon 
piecework  rates  reflect  actual  field  con¬ 
ditions.  Certain  explanations  and  defi¬ 
nitions  of  wage  rates  provided  in  the 
1953  determination  have  been  clarified 
or  eliminated  which  will  result  in  further 
simplification  of  the  wage  rate  structure. 

The  recommendation  of  certain  pro¬ 
ducers  that  rates  be  reduced  to  the  levels 
of  contiguous  districts  because  of 
changed  production  practices,  has  not 
been  adopted  as  it  appears  desirable  to 
give  further  study  to  the  matter.  The 
recommendation  for  a  general  reduc¬ 
tion  in  the  rate  for  first  hoeing  follow¬ 
ing  complete  machine  thinning  has  not 
been  adopted.  Analysis  indicates  that 
the  savings  in  labor  costs  for  this  oper¬ 
ation  compared  with  regular  cultivation 
methods  appear  to  be  adequate  to  pro¬ 
vide  the  economic  incentive  to  producers 
for  the  further  development  and  utili¬ 
zation  of  machine  thinning. 

After  full  consideration  of  available 
economic  data,  the  wage  rates  provided 
in  this  determination  are  deemed  to  be 
fair  and  reasonable. 

Accordingly,  I  hereby  find  and  con¬ 
clude  that  the  foregoing  wage  deter¬ 
mination  will  effectuate  the  wage  pro¬ 


visions  of  the  Sugar  Act  of  1948,  as 
amended. 

(Sec.  403,  61  Stat.  932;  7  U.  S.  C.  Sup.  1153. 
Interprets  or  applies  sec.  301,  61  Stat.  929; 
7  U.  S.  C.  Sup.  1131) 

Issued  this  22d  day  of  March  1954. 

[seal]  True  D.  Morse, 

Acting  Secretary  of  Agriculture. 

(F.  R.  Doc.  54-2117;  Filed,  Mar.  24,  1954; 
8:56  a.  m] 


TITLE  9— ANIMALS  AND 
ANIMAL  PRODUCTS 

Chapter  I — Agricultural  Research 

Service,  Department  of  Agriculture 

Subchapter  C — Interstate  Transportation  of 
Animals  and  Poultry 

[B.  A.  I.  Order  383,  Revised.  Amdt.  22] 

Part  76 — Hoc  Cholera,  Swine  Plague 

and  Other  Communicable  Swine  Dis¬ 
eases 

Subpart  B — Vesicular  Exanthema 

CHANGES  IN  AREAS  QUARANTINED 

Pursuant  to  the  provisions  of  sections 
1  and  3  of  the  act  of  March  3,  1905,  as 
amended  (21  U.  S.  C.  123,  125),  sections 
1  and  2  of  the  act  of  February  2,  1903, 
as  amended  (21  U.  S.  C.  Ill,  120),  and 
section  7  of  the  act  of  May  29,  1884,  as 
amended  (21  U.  S.  C.  117),  §  76.27  of  the 
regulations  restricting  the  interstate 
movement  of  swine  and  certain  swine 
products  because  of  vesicular  exanthema 
(9  CFR,  Part  76,  Subpart  B  (18  F.  R. 
3636, 19  F.  R.  1367) ,  as  amended)  is  here¬ 
by  amended  by  deleting  paragraph  (a) 
relating  to  Arkansas,  and  by  changing 
paragraph  (b),  subparagraph  (1)  of 
paragraph  (c),  and  paragraphs  (e)  and 
(i),  to  read  as  follows: 

§  76.27  Notice  and  quarantine.  Notice 
is  hereby  given  that  swine  in  the  follow¬ 
ing  areas  in  the  specified  States  are  af¬ 
fected  with  vesicular  exanthema.  Such 
areas  are  hereby  quarantined  because  of 
said  disease. 

(a)  [Deleted  ] 

(b)  California:  (1)  That  area  consisting 
of  all  of  those  counties  south  of  and  in¬ 
cluding  the  counties  of  Sonoma,  Napa, 
Solano,  Sacramento,  Amador,  and  Alpine. 

(2)  That  area  lying  north  and  west  of 
State  Highway  24,  south  of  the  Rlchvale- 
Oroville  Highway,  and  east  of  the  Feather 
River;  that  area  lying  north  of  Humboldt 
Road,  south  of  Eighth  Avenue  and  Big  Chico 
Creek,  west  of  Ponderosa  Way,  and  east  of 
El  Monte  Avenue:  and  that  area  lying  north 
of  the  Durham-Pentz  Road,  south  of  the 
Pearson  Road,  west  of  the  Pentz  Road,  and 
east  of  the  Clark  Road,  in  Butte  County. 

(3)  That  area  lying  north  and  east  of  the 
U.  S.  Reclamation  Drainage  Canal,  south  of 
the  Sycamore  County  Road,  and  west  of 
U.  S.  Highway  99W;  and  that  area  consisting 
of  Parcel  4,  Lot  37  of  Gibson  Colony  No.  1 
lying  along  North  Freshwater  Creek  off 
Freshwater  Road,  in  Colusa  County. 

(4)  That  portion  of  Sec.  28,  T.  14  N.,  R.  1 
W.,  HU.  B.  &  M..  which  lies  west  of  U.  S. 
Highway  101;  Sec.  14,  T.  17  N.,  R.  1  W..  HU. 
B.  &  M.;  Sec.  17,  T.  16  N.,  R.  1  W„  HU. 
B.  &  M.;  and  Sec.  23,  T.  16  N.,  R.  1  W.,  HU. 
B.  &  M.,  in  Del  Norte  County. 

(5)  NE.  */4  of  SE.  y4  Sec.  27,  NW.  y4  Sec. 
26,  T.  10  N..  R.  10  E.,  M.  D.  B.  &  M.;  and 
SW.  y4  of  SW.  y4  Sec.  1,  T.  9  N.,  R.  10  E., 
M.  D.  B.  &  M.,  in  El  Dorado  County. 
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(6)  That  area  lying  north  of  County  Road 
No.  57.  south  of  County  Road  No.  53.  west  of 
County  Road  No.  M,  and  east  of  Glenn- 
Colusa  Irrigation  Canal,  in  Glenn  County. 

(7)  Sec.  34.  T.  6  N..  R.  1  W.,  HU.  B.  &  M.; 
Secs.  19  and  31.  T.  7  N..  R.  1  E.,  HU.  B.  &  M.; 
Sec.  28.  T.  7  N.,  R.  5  E.,  HU.  B.  &  M.;  Secs.  9. 
10.  and  15.  T.  6  N„  R.  3  E.,  HU.  B.  &  M.;  Sec. 
24,  T.  4  S.,  R.  3  E..  HU.  B.  &  M.;  Sec.  7,  T.' 
2  N.,  R.  1  E..  HU.  B.  &  M.;  Sec.  26.  T.  4  N., 
R.  1  W.,  HU.  B.  &  M.;  Sec.  19.  T.  4  S.,  R.  4  E„ 
HU.  B.  &  M.;  Sec.  20,  T.  9  N.,  R.  1  E..  HU. 
B.  &  M.;  Sec.  30,  T.  8  N.,  R.  1  E.,  HU.  B  &  M.; 
and  Sec.  17,  T.  2  N„  R.  1  E.,  HU.  B.  &  M.,  in 
Humboldt  County. 

(8)  Sec.  2,  T.  14  N.,  R.  7  W.,  M.  D.  B.  &  M.J 
Sec.  3.  T.  11  N..  R.  8  W.,  M.  D.  B.  &  M.;  Sec. 
13.  T.  15  N..  R.  10  W.,  M.  D.  B.  &  M.;  Secs.  26 
and  27.  T.  14  N.,  R.  10  W.,  M.  D.  B.  &  M.;  and 
Sec.  3.  T.  10  N.,  R.  7  W..  M.  D.  B.  &  M.,  In 
Lake  County. 

(9)  Secs.  5  and  6,  T.  29  N.,  R.  12  E.,  M.  D. 
B.  &  M.;  Sec.  4,  T.  26  N.,  R.  16  E.,  M.  D.  B.  & 
M.;  and  Sec.  11.  T.  26  N..  R.  15  E.,  M.  D. 
B.  &  M.,  in  Lassen  County. 

(10)  Sec.  24,  T.  19  N.,  R.  14  W..  M.  D. 
B.  &  M.;  Secs.  6,  19.  and  20,  T.  18  N.,  R.  17 
W..  M.  D.  B.  &  M.;  Secs.  27  and  29,  T.  20  N.,  R. 
14  W.,  M.  D.  B.  &  M.:  Sec.  15,  T.  19  N.,  R.  17 
W.,  M.  D.  B.  &  M.;  Sec.  3,  T.  16  N„  R.  12  W., 

M.  D.  B.  &  M.;  Secs.  22  and  24,  T.  21  N.,  R.  15 
W..  M.  D.  B.  &  M.;  Secs.  4  and  27,  T.  15  N., 
R.  12  W..  M.  D.  B.  &  M.;  Secs.  3,  4,  20,  and 
21,  T.  18  N.,  R.  13  W.,  M.  D.  B.  &  M.;  Sec.  28, 

T.  17  N.,  R.  11  W.,  M.  D.  B.  &  M.;  Sec.  26,  T.  22 

N. ,  R.  18  W..  M.  D.  B.  &  M.;  Sec.  29,  T.  18 
N.,  R.  13  W..  M.  D.  B.  &  M.;  and  Sec.  22,  T. 
19  N.,  R.  13  W.,  M.  D.  B.  &  M.,  in  Mendocino 
County. 

(11)  Sec.  1  and  N.  V2  Sec.  12,  T.  42  N..  R. 
12  E.,  M.  D.  B.  &  M.;  Sec.  13.  T.  42  N.,  R.  13  E., 
M.  D.  B.  &  M.;  and  Secs.  18  and  19,  T.  42  N., 
R.  14  E..  M.  D.  B.  &  M.,  in  Modoc  County. 

(12)  Sec.  7,  T.  15  N.,  R.  8  E..  M.  D.  B.  &  M.; 
Secs.  18  and  19.  T.  14  N„  R.  8  E.,  M.  D.  B.  &  M.; 
and  that  area  north  of  the  Nevada  county 
line,  south  of  Truckee  River  adjacent  to  U.  S. 
Highway  40,  west  of  Truckee-Brockway 
Shortcut,  County  Road  P151,  and  east  of 
Truckee  River  adjacent  to  State  Highway  89, 
in  Nevada  County. 

(13)  That  area  lying  north  of  State  High¬ 
way  28,  south  of  the  Placer  County  line,  west 
of  Truckee-Brockway  Shortcut,  County  Road 
P151.  and  east  of  Truckee  River  adjacent  to 
State  Highway  89:  that  area  lying  north  and 
west  of  U.  S.  Highway  40,  south  of  Grove 
Creek,  and  east  of  U.  S.  Highway  99E;  that 
area  lying  north  of  County  Road  P10,  south 
and  east  of  U.  S.  Highway  40,  and  west  of 
County  Road  P18  and  its  prolongation  to 

U.  S.  Highway  40;  and  that  area  lying  north 
of  Flood  Road,  south  of  Dry  Creek  Road,  west 
of  U.  S.  Highway  40,  and  east  of  State  High¬ 
way  49.  in  Placer  County. 

(14)  That  area  lying  north  of  the  Quincy- 
Meadow  Valley  Road,  south  of  the  Oakland 
Camp  Road,  and  west  of  Meadow  Valley 
Oakland  Camp  Road,  in  Plumas  County. 

(15)  W.  »/2  of  SW.  >4  Sec.  30  and  Secs.  15 
and  16,  T.  32  N.,  R.  4  W.,  M.  D.  B.  &  M.;  and 
Sec.  32.  T.  32  N.,  R.  5  W.,  M.  D.  B.  &  M.,  in 
Shasta  County. 

(16)  N.  V4  Sec.  23.  S.  %  Sec.  14,  and  W.  % 
of  SW.  V*  of  SW.  %  Sec.  26,  T.  45  N.,  R.  7 
W..  M.  D.  B.  &  M.;  NW.  y4  Sec.  30,  and  that 
portion  of  SW.  y4  Sec.  19  which  lies  south  of 
Yreka-Montague  Highway,  T.  45  N„  R.  6  W., 
M.  D.  B.  &  M  ;  NW.  \/4  Sec.  34,  T.  40  N„  R. 

4  E..  M.  D.  B.  &  M.;  Sec.  33,  T.  42  N„  R. 

5  W.,  M.  D.  B.  &  M.;  and  Secs.  1  and  12,  T. 
39  N„  R.  3  W..  M.  D.  B.  &  M..  in  Siskiyou 
County. 

(17)  W.  %  of  SW.  y4  of  NW.  y4  Sec.  26 
and  NE.  %  Sec.  32,  T.  27  N.,  R.  4  W.,  M.  D. 
B.  &  M..  In  Tehama  County. 

(18)  Sec.  8.  T.  5  N..  R.  6  E..  HU.  B.  &  M.; 
and  Sec.  30,  T.  8  N„  R.  1,  HU.  B.  &  M.,  East 
of  Humboldt  County,  in  Trinity  County. 

(19)  NE.  y4  Sec.  36.  T.  11  N..  R.  2  E..  M.  D. 
B.  &  M.;  NW.  »4  Sec.  11  and  E.  %  of  SE.  fc 


Sec.  34,  T.  9  N„  R.  2  E.,  M.  D.  B.  &  M.J  SE.  % 
of  NW.  y4  Sec.  30,  T.  10  N..  R.  2  E„  M.  D. 
B.  &  M.;  that  area  beginning  at  a  point  one 
mile  east  of  the  intersection  of  County  Road 
93  and  State  Highway  16,  extending  east 
along  State  Highway  16  for  a  distance  of 
176  yards,  thence  north  y4  mile,  thence  west 
176  yards,  thence  south  to  point  of  origin 
in  Sec.  33,  T.  10  N..  R.  1  E.,  M.  D.  B.  &  M.; 
that  area  beginning  at  the  intersection  of 
County  Roads  Nos.  32  and  95,  extending  west 
along  Road  No.  32  for  176  yards’,  thence 
south  200  yards,  thence  east  200  yards,  thence 
north  200  yards,  thence  west  24  yards  to 
point  of  origin  in  Secs.  15  and  16  in  T.  8 
N.,  R.  1  E.,  M.  D.  B.  &  M.;  and  that  area 
beginning  at  the  intersection  of  County 
Roads  Nos.  124  and  126,  extending  south 
y4  mile,  thence  west  l/2  mile,  thence  north 
y4  mile,  thence  east  to  County  Road  No.  124, 
and  thence  southeast  along  County  Road  124 
to  the  point  of  origin,  in  Yolo  County. 

(20)  That  area  lying  north  of  Simpson 
Lane  County  Road,  south  of  Plantz  Road  and 
its  prolongation  to  the  Yuba  River,  west  of 
the  Yuba  River,  and  east  of  State  Highway 
20;  that  area  lying  north  of  Old  Earle  Road, 
south  of  Upper  Camp  Beale  Road,  west  of 
corner  of  Camp  Beale,  and  east  of  Griffith 
Avenue;  that  area  lying  north  of  Tenth 
Street,  south  of  Nigger  Jack  Slough,  west  of 
State  Highway  24,  and  east  of  the  Feather 
River;  and  Sec.  7,  T.  14  N..  R.  4  E.,  M.  D.  B.  & 
M.,  in  Yuba  County. 

•  •  •  •  • 

(c)  Connecticut:  (1)  Hartford  County. 

•  •  •  •  • 

(e)  Massachusetts:  (1)  Suffolk  County. 

(2)  All  of  Bristol  County  except  the 
following; 

(i)  That  part  of  the  Town  of  Acushnet 
lying  north  of  Wing  and  Hathway  Roads, 
south  of  Perry  Hill  Road,  east  of  Main  Street, 
and  west  of  Mandell  Road;  and  that  part  of 
the  Town  of  Acushnet  lying  north  and  west 
of  Main  Street,  south  of  Hamblin  Street, 
and  east  of  Middle  Road. 

(ii)  That  part  of  the  City  of  Fall  River 
lying  southeast  of  Blossom  Road,  southwest 
of  Yellow  Hill  Road,  and  north  of  Indian 
Town  Road;  and  that  part  of  the  City  of 
Fall  River  lying  north  of  President  Avenue, 
south  of  Driftwood  Street,  west  of  Meriden 
Street,  and  east  of  Highland  Avenue. 

(iii)  That  part  of  the  Town  of  Mansfield 
lying  south  of  West  Street,  west  of  the  New 
York,  New  Haven  and  Hartford  Railroad, 
north  of  Pine  and  School  Streets,  and  east  of 
Tremont  Street. 

(iv)  That  part  of  the  City  of  New  Bedford 
lying  north  of  Quanipaugh  Road,  south  of 
Plalnville  Road  and  Tarkin  Hill  Avenue,  west 
of  the  New  York.  New  Haven  and  Hartford 
Railroad,  and  east  of  High  Hill  Road. 

(v)  That  part  of  the  City  of  Norton  lying 
north,  south  and  east  of  Smith  Street  and 
west  of  Mansfield  Avenue;  that  part  of  the 
Town  of  Norton  lying  northeast  of  Mansfield 
Avenue,  southwest  of  Elm  Street,  northwest 
of  State  Route  No.  123.  and  southeast  of  Res¬ 
ervoir  Street;  and  that  part  of  the  Town  of 
Norton  lying  northeast  of  Elm  Street,  north¬ 
west  of  State  Route  No.  123,  southeast  of 
Cross  Street,  and  southwest  of  North  Wash¬ 
ington  Street. 

(vi)  That  part  of  the  Town  of  North  Dart¬ 
mouth  lying  south  of  Hicksville  Road,  east  of 
Cross  Street,  west  of  Bellen  Street,  and  north¬ 
east  of  Cross  Road  and  U.  S.  Route  No.  6. 

(vii)  That  part  of  the  Town  of  North 
Easton  lying  north  of  Rockland  Street,  west 
of  Bay  Road,  and  east  of  Massapoag  Avenue; 
and  that  part  of  the  Town  of  North  Easton 
lying  north  of  Lincoln  Street,  east  of  Bay 
Street,  South  of  Canton  Street,  and  west  of 
Main  Street. 

(viii)  That  part  of  the  Town  of  Raynham 
lying  north  of  Mill  Street,  east  of  State  Route 
No.  104,  south  of  Gardner  Street,  and  west  of 
King  Phillip  Street, 


(ix)  That  part  of  the  Town  of  Rehoboth 
lying  west  of  Reed  Street,  south  of  Providence 
Street,  and  north  and  east  of  Peckham  Street. 

(x)  That  part  of  the  Town  of  South  Dart¬ 
mouth  lying  north  of  Russell  Mills  Road, 
south  of  Allen  Street,  west  of  Slocum  Road, 
and  east  of  Tucker  Road;  and  that  part  of 
the  Town  of  South  Dartmouth  lying  south 
of  Roger  Street,  east  of  Dartmouth  Street, 
north  of  Sol-E-Mar  Street,  and  west  of 
Clark’s  Cove. 

(xl)  That  part  of  the  Town  of  South 
Easton  lying  south  of  Main  Street,  north  of 
Central  Street,  east  of  Washington  Street 
and  State  Route  No.  138,  and  west  of  the 
New  York,  New  Haven  and  Hartford  Railroad. 

(xii)  That  part  of  the  City  of  Swansea 
lying  north  of  Marvel  Road,  south  of  Main 
Street,  west  of  Sharp  Lot  Road,  and  east  of 
Miller’s  Lane;  and  that  part  of  the  Town  of 
Swansea  lying  north  of  Halle’s  Hill  Road, 
south  of  Stevens  Road,  west  of  Sharp  Lot 
Road,  and  east  of  Box  Street. 

(xiii)  The  Myles  Standlsh  State  School  in 
the  Town  of  Taunton  lying  east  of  State 
Route  No.  140,  south  and  west  of  Bassett 
Street,  and  north  of  the  New  York,  New 
Haven  and  Hartford  Railroad;  that  part  of 
the  City  of  Taunton  lying  south  of  Norton 
Avenue,  west  of  Crane  Avenue,  north  of  the 
New  York,  New  Haven  and  Hartford  Rail¬ 
road,  and  east  of  State  Route  No.  140;  that 
part  of  the  City  of  Taunton  lying  south  of 
Thrasher  Street,  north  of  Longmeadow  and 
Winter  Streets  and  U.  S.  Route  No.  44,  east 
of  School  Street,  and  west  of  King  Phillip 
Street;  that  part  of  the  City  of  Taunton 
lying  south  of  East  Brittanla,  north  of 
Thrasher  Street,  east  of  Washington  Street 
and  west  of  King  Phillip  Street;  and  that 
part  of  the  City  of  Taunton  lying  south  of 
Tremont  Street,  north  of  Glebe  Street,  east 
of  Burt  Street,  and  west  of  North  Walker 
Street. 

(xiv)  That  part  of  the  Town  of  Westport 
lying  east  of  Main  Road,  north  of  Kirby  Road, 
west  of  Drift  Road,  and  south  of  Old  County 
Road. 

(3)  All  of  Essex  County  except  the  fol¬ 
lowing: 

(1)  That  part  of  the  Town  of  Andover  lying 
north  of  Rattlesnake  Hill  Road,  east  of  Wo¬ 
burn  Street,  west  of  Wood’s  Road,  and  south 
of  Ballardvale  Road;  that  part  of  the  Town 
of  Andover  lying  south  of  High  Street,  west 
of  Greenwood  Road,  north  of  State  Route 
No.  133,  and  east  of  Woodhill  Road;  and 
that  part  of  the  Town  of  Andover  lying  south 
of  the  Lowell  Branch  of  the  Boston  and 
Maine  Railroad,  east  of  the  Shawsheen  River, 
and  west  of  the  Western  Division  of  the  Port¬ 
land  Branch  of  the  Boston  and  Maine  Rail¬ 
road. 

(ii)  The  Town  of  Ballard  Vale. 

(iii)  The  Town  of  Byfield. 

(iv)  The  Town  of  Essex. 

(v)  That  part  of  the  City  of  Danvers 
lying  north  of  State  Route  No.  62,  south  of 
Nicholas  Street,  and  west  of  U.  S.  Route 
No.  1. 

(vi)  That  part  of  the  Town  of  Georgetown 
lying  north  of  State  Route  No.  133,  west  of 
Bailey  Lane,  and  south  and  east  of  Hamp¬ 
shire  Lane;  and  that  part  of  the  Town  of 
Georgetown  lying  east  of  Spofford  Street, 
jsouth  of  State  Route  No.  133,  and  west  of 
Baldpate  Road. 

(vii)  That  part  of  the  City  of  Gloucester 
lying  north  of  State  Route  No.  121,  south 
of  Walker  Street,  and  west  of  Lincoln  Street; 
and  that  part  of  the  City  of  Gloucester  lying 
southwest  of  Witham  Street,  north  of 
Thatcher  Street,  and  east  of  Eastern  Street. 

(viii)  The  Town  of  Grovelana. 

(ix)  That  part  of  the  City  of  Haverhill 
lying  north  of  State  Route  No.  125.  south 
and  east  of  the  Boston  and  Maine  Railroad 
and  the  Merrlmac  River,  and  east  of  Main 
Street;  that  part  of  the  City  of  Haverhill 
lying  northeast  of  County  Bridge  Road  and 
State  Route  No.  110;  that  part  of  the  City 
of  Haverhill  lying  west  of  the  Boston  and 
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Maine  Railroad,  east  of  Hllldale  Avenue,  and 
north  of  State  Route  No.  97;  and  that  part 
of  the  City  of  Haverhill  lying  south  of  State 
Route  No.  97,  east  of  Carleton  Street,  and 
northwest  of  Lowell  Street. 

(x)  That  part  of  the  Town  of  Ipswich  lying 
east  of  Town  Farm  Road,  south  of  the  Rowley 
River,  west  of  East  Street  and  Plum  Island 
River,  and  north  of  High  Street;  that  part  of 
the  Town  of  Ipswich  lying  south  and  east  of 
Pine  Swamp  Road,  north  of  Topsfleld  Road, 
and  west  of  State  Route  No.  1-A;  and  that 
part  of  the  Town  of  Ipswich  lying  northwest 
of  East  Street,  east  of  Spring  Street  and  Town 
Farm  Road,  and  south  of  the  Plum  Island 
River. 

(xl)  The  Town  of  Merrimac. 

(xii)  That  part  of  the  Town  of  Methuen 
lying  south  of  Brookdale  Avenue,  east  of 
Jasper  Street,  west  of  State  Route  No.  110, 
and  north  of  Steele  Street;  that  part  of  the 
Town  of  Methuen  lying  south  of  Renfrew 
Street,  east  of  Jasper  Street,  west  of  State 
Route  No.  110,  and  north  of  Baremeadow 
Brook;  that  part  of  the  Town  of  Methuen 
lying  north  of  State  Route  No.  113,  southeast 
of  Baremeadow  Brook,  and  west  of  State 
Route  No.  110;  that  part  of  the  Town  of 
Methuen  lying  north  of  Walton  Avenue,  west 
of  the  Merrimac  River,  south  of  Pitman 
Street,  and  east  of  State  Route  No.  110;  that 
part  of  the  Town  of  Methuen  lying  east  of 
Howe  Street,  south  of  Archibald  Street,  west 
of  Washington  Street,  and  north  of  Roose¬ 
velt  Street;  that  part  of  the  Town  of  Methuen 
lying  north  and  east  of  Forest  Street,  south 
of  Pelham  Street,  and  west  of  State  Route 
No.  113;  that  part  of  the  Town  of  Methuen 
lying  east  of  Washington  Street,  southwest 
of  Drew  Street,  and  north  of  State  Route 
No.  113;  that  part  of  the  Town  of  Methuen 
lying  north  of  Pitman  Street,  south  of  Gage 
Ferry  Road,  west  of  the  Merrimac  River,  and 
east  of  State  Route  No.  110;  and  that  part 
of  the  Town  of  Methuen  lying  southwest  of 
the  Merrimac  River,  north  of  River  View 
Boulevard,  and  east  of  State  Route  No.  110. 

(xiii)  That  part  of  the  Town  of  Middleton 
lying  southwest  of  State  Route  No.  114  and 
northwest  of  Forest  Street. 

(xiv)  That;  part  of  the  Town  of  North  An¬ 
dover  lying  north  of  State  Route  No.  125,  east 
of  Baker  Street,  and  west  of  State  Route  No. 
133;  and  that  part  of  the  Town  of  North 
Andover  lying  north  of  Salem  Street,  south 
of  Winter  Street,  east  of  Dale  and  Bradford 
Streets,  and  west  of  Foster  Street. 

(xv)  That  part  of  the  City  of  Peabody 
lying  northeast  of  Lake  Street  (rear),  north¬ 
west  of  the  Boston  and  Maine  Railroad,  and 
southwest  of  Lake  Street;  that  part  of  the 
City  of  Peabody  lying  north  of  Goodale  Street, 
south  of  the  Middleton  Town  Foundry,  west 
of  U.  s.  Route  No.  1,  and  east  of  Morris 
Brooks;  that  part  of  the  City  of  Peabody 
lying  east  of  Farm  Avenue,  south  of  Forest 
Street,  and  north  and  west  of  Goldthwaite 
Brook;  that  part  of  the  City  of  Peabody 
lying  north  of  Lowell  Street  and  east,  west, 
and  south  of  Goodale  Street;  that  part  of 
the  City  of  Peabody  lying  north  of  Winona 
Street,  south  of  Lowell  Street,  and  west  of 
Lake  Street;  that  part  of  the  City  of  Peabody 
lying  south  of  Forest  Street,  north  of  State 
Route  No.  128,  east  of  U.  S.  Route  No.  1,  and 
West  of  Farm  Avenue;  that  part  of  the  City 
of  Peabody  lying  south  of  Lynnfleld  Street, 
west  of  Lynn  Street,  north  of  Glenway  Street, 
and  east  of  the  Junction  of  Lynnfleld  and 
Glenway  Streets;  and  that  part  of  the  City 
of  Peabody  lying  northeast  of  Russell  Street, 
and  southwest  of  the  Boston  and  Maine 
Railroad. 

(xvi)  The  City  of  Revere. 

(xvii)  The  Town  of  Rockport. 

(xviii)  That  part  of  the  Town  of  Saugus 
lying  north  of  Main  Street,  east  of  U.  S. 
Route  No.  1,  south  of  Prankers  Pond,  and 
Vest  of  Central  Street. 

(xix)  That  part  of  the  City  of  West  Pea- 
tody  lying  east  of  the  Boston  and  Maine 


Railroad,  south  of  Lake  Street  (rear),  and 
west  of  U.  S.  Route  No.  1. 

(xx)  The  Town  of  Wenham. 

(4)  All  of  Hampden  County  except  the 
following: 

(i)  That  part  of  the  Town  of  East  Long- 
meadow  lying  north  of  Hampden  Road, 
south  of  Springfield  Road,  east  of  State 
Route  No.  83,  and  west  of  Carmoody  Road; 
and  that  part  of  the  Town  of  East  Long- 
meadow  lying  south  of  Springfield  Road, 
north  and  west  of  Hampden  Road,  and  east 
of  State  Route  No.  83. 

(ii)  That  part  of  the  Town  of  Hampden 
lying  south  of  Carmoody  Road,  north  of 
State  Route  No.  83,  east  of  Hampden  Road, 
and  west  of  Wilbraham  Road. 

(ill)  That  part  of  the  City  of  Springfield 
lying  north  of  U.  S.  Route  No.  20,  south  of 
Piper  Cross  and  Morgan  Roads,  west  of  West- 
field  Road,  and  east  of  U.  S.  Route  No.  5. 

(iv)  The  Town  of  Tolland. 

(v)  That  part  of  the  City  of  West  Spring- 
field  lying  south  of  U.  S.  Route  No.  202 
and  State  Route  No.  10,  north  and  east  of 
U.  S.  Route  No.  20,  and  west  of  the  Con¬ 
necticut  River. 

(5)  All  of  Middlesex  County  except  the 
following: 

(i)  The  Town  of  Ashby. 

(li)  That  part  of  the  Town  of  Ashland 
lying  east  of  Oak  Street,  south  of  Oregon 
Street,  and  northeast  of  Winter  Street. 

(ill)  That  part  of  the  Town  of  Bedford 
lying  south  and  west  of  Spring  Brook,  north 
of  Page  Road,  and  east  of  Springs  Road;  and 
that  part  of  the  Town  of  Bedford  lying  east 
of  Crosby  Road  and  the  Shawsheen  River, 
south  of  the  Middlesex  Turnpike,  and  north 
of  State  Route  No.  62. 

(iv)  That  part  of  the  Town  of  Billerica 
lying  northeast  of  U.  S.  Route  No.  3,  and 
northwest  of  Andover  Road;  that  part  of  the 
Town  of  Billerica  lying  south  of  Dudley  Road 
and  west  of  Concord  Road;  that  part  of  the 
Town  of  Billerica  lying  east  of  Lexington 
Road  and  southwest  of  U.  S.  Route  No.  3; 
that  part  of  the  Town  of  Billerica  lying 
east  of  Treble  Cove  Road,  north  of  State 
Route  No.  4,  west  of  the  Concord  River,  and 
south  of  U.  S.  Route  No.  3;  that  part  of  the 
Town  of  Billerica  lying  south  of  Andover 
Road,  north  of  Webb  Brook  Road,  east  of 
Boston  Road,  and  west  of  Allen  Road;  and 
that  part  of  the  Town  of  Billerica  lying  south 
of  Bridle  Road,  north  of  River  Street,  east 
of  Treble  Cove  Road,  and  west  of  U.  S.  Route 
No.  3. 

(v)  That  part  of  the  Town  of  Boxboro  lying 
south  of  State  Route  No.  111. 

(vi)  That  part  of  the  Town  of  Burlington 
lying  southwest  of  U.  S.  Route  No.  3,  south¬ 
east  of  Francis  Wyman  Road,  and  north  of 
Bedford  Street;  that  part  of  the  Town  of 
Burlington  lying  southeast  of  Dug  Way, 
northeast  of  Winn  Street,  and  northwest  of 
Peach  Orchard  Road;  and  that  part  of  the 
Town  of  Burlington  lying  west  of  Middlesex 
Turnpike  and  north  of  Adams  Street. 

(vii)  The  Town  of  Carlisle. 

(viii)  The  Town  of  Chelmsford. 

(ix)  That  part  of  the  Town  of  Concord 
lying  north  of  Main  Street,  southeast  of  Marl¬ 
borough  Road,  and  southwest  of  State  Route 
No.  2;  and  that  part  of  the  Town  of  Concord 
lying  south  of  Laws  Brook  Road,  north  of 
the  Boston  and  Maine  Railroad,  east  of  Old 
Stone  Road,  and  west  of  Central  Street. 

(x)  That  part  of  the  Town  of  Dracut  lying 
east  of  Gumpas  Avenue  and  west  of  Mam¬ 
moth  Road;  that  part  of  the  Town  of  Dracut 
lying  west  and  south  of  Lakeview  Avenue 
from  the  Lowell  town  line  to  the  Tyngsboro 
town  line;  that  part  of  the  Town  of  Dracut 
lying  south  of  Marsh  Hill  Road,  north  and 
west  of  State  Route  No.  113,  and  east  of  State 
Route  No.  38;  and  that  part  of  the  Town  of 
Dracut  lying  south  and  east  of  Cross  Street 
to  State  Routes  No.  38  and  No.  113,  and  north 
and  west  of  Hlldrlth  Street  to  Pelham  Brook. 


(xi)  That  part  of  the  Town  of  Framingham 
lying  south  and  west  of  Indian  Head  Road, 
east  of  Prospect  Street,  and  north  of  State 
Route  No.  9. 

(xii)  That  part  of  the  Town  of  Holllston 
lying  south  of  Central  Street,  west  of  Fisk 
Street,  and  east  of  Norfolk  Street;  that  part 
of  the  Town  of  Holllston  lying  southeast  of 
State  Route  No.  16,  southwest  of  the  New 
York  Central  Railroad,  and  north  of  Wood¬ 
land  and  Lowland  Streets;  that  part  of  the 
Town  of  Holllston  lying  north  of  Prentice 
Street,  south  of  Mill  Street,  and  west  of  North 
Mill  Street;  and  that  part  of  the  Town  of 
Holllston  lying  north  of  Underwood  Street, 
south  of  Prentice  Street,  east  of  Marshall 
Street,  and  west  of  Chamberlain  Street. 

(xiii)  That  part  of  the  Town  of  Hopkinton 
lying  east  of  Front  Street,  southeast  of  Mill 
Street,  and  northwest  of  Ash  Street;  and  that 
part  of  the  Town  of  Hopkinton  lying  north  of 
Main  Street  and  east  of  Cedar  Street. 

(xiv)  That  part  of  the  Town  of  Hudson 
lying  west  of  Chapin  Street,  and  northwest 
of  Brigham  Street  and  the  Assabet  River;  and 
that  part  of  the  Town  of  Hudson  lying  north¬ 
west  of  State  Route  No.  62  and  northeast  of 
Cox  Street  and  Cemetery  Road. 

(xv)  That  part  of  the  Town  of  Lexington 
lying  west  of  Westview  Road  and  south  of 
State  Routes  No.  4  and  No.  25;  and  that  part 
of  the  Town  of  Lexington  lying  south  of 
Moreland  Avenue,  west  of  Pleasant  Street, 
east  of  Meadowbrook  Avenue,  and  north  of 
State  Route  No.  2. 

(xvi)  That  part  of  the  Town  of  Lincoln 
lying  north  of  State  Route  No.  2.  south  of 
State  Route  No.  2A,  east  of  Bedford  Road, 
and  west  of  Mill  Street. 

(xvii)  That  part  of  the  Town  of  Marlboro 
lying  south  of  Robin  Hill  Road,  east  of  Mill- 
ham  Road,  west  of  Bigelow  Street,  and  north 
of  Elm  Street. 

(xviii)  That  part  of  the  Town  of  North 
Reading  lying  north  of  State  Route  No.  62 
and  east  of  State  Route  No.  28. 

(xix)  That  part  of  the  Town  of  North 
Wilmington  lying  east  of  Andover  and  Wo¬ 
burn  Streets  and  north  of  Park  Street. 

(xx)  The  Town  of  Pepperill. 

(xxi)  The  Town  of  Reading. 

(xxil)  The  Town  of  Shirley. 

(xxill)  That  part  of  the  Town  of  Stow  ly¬ 
ing  south  of  State  Route  No.  117,  west  of 
Athens  Road,  and  north  of  Bolton  Road;  and 
that  part  of  the  Town  of  Stow  lying  south 
of  State  Route  No.  117,  north  of  Walcott 
Street,  west  of  Hudson  Street,  and  east  of 
Athens  Street. 

(xxiv)  That  part  of  the  Town  of  Sudbury 
lying  south  of  Lincoln  Road,  north  and  west 
of  Water  Street,  and  east  of  Concord  Road; 
that  part  of  the  Town  of  Sudbury  lying  north 
of  State  Route  No.  117,  east  of  Dakin  Road, 
and  west  of  the  Old  Colony  Railroad;  that 
part  of  the  Town  of  Sudbury  lying  south  of 
Concord  Road,  north  of  Lincoln  Road,  west 
of  Corner  Road,  and  east  of  Old  Marlboro 
Road;  and  that  part  of  the  Town  of  Sudbury 
lying  north  of  the  Boston  and  Maine  Rail¬ 
road,  east  of  Horse  Pond  Road,  southeast  of 
Peakham  Road,  and  west  of  the  Old  Colony 
Railroad. 

(xxv)  That  part  of  the  Town  of  Tewksbury 
lying  northwest  of  the  Shawsheen  River, 
northeast  of  State  Route  No.  38,  and  south  of 
Salem  Street;  and  that  part  of  the  Town  of 
Tewksbury  lying  south  of  East  Street,  north 
of  North  Street,  east  of  State  Route  No.  38, 
and  west  of  Maple  Street. 

(xxvi)  The  Town  of  Tynsboro. 

(xxvii)  That  part  of  the  City  of  Waltham 
lying  east  of  Wyman  Street,  south  and  west 
of  Lincoln  Street,  and  north  of  Winter  Street. 

(xxvill)  That  part  of  the  Town  of  Wayland 
lying  north  of  Thompson  Street,  west  of  Rice 
Road,  east  of  Loker  Road,  and  south  of  Old 
Connecticut  Path. 

(xxlx)  That  part  of  the  Town  of  Westford 
lying  south  and  west  of  State  Route  No.  25; 
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and  that  part  of  the  Town  of  Westford  lying 
north  of  Groton  Road  and  State  Route  No.  40. 

(rax)  That  part  of  the  Town  of  Weston 
lying  south  of  U.  S.  Route  No.  20.  west  of 
School  Street,  north  of  Chestnut  and  Wel¬ 
lesley  Streets,  and  east  of  Golden  Ball  Road 
and  Chestnut  Street;  and  that  part  of  the 
Town  of  Weston  lying  north  of  U.  S.  Route 
No.  20. 

(xxxi)  That  part  of  the  Town  of  Wilming¬ 
ton  lying  north  of  Salem  Street,  northwest  of 
State  Route  No.  62,  west  of  Ballardvale  Street, 
southwest  of  the  Salem  and  Lowell  Branch 
of  the  Boston  and  Maine  Railroad,  and  east 
of  the  Portland  Division  of  the  Western 
Branch  of  the  Boston  and  Maine  Railroad; 
that  part  of  the  Town  of  Wilmington  lying 
northeast  of  State  Route  No.  38,  west  of  the 
Wilmington  Branch  of  the  Boston  and  Maine 
Railroad,  and  south  of  Salem  Street;  that 
part  of  the  Town  of  Wilmington  lying  east 
of  the  Wilmington  Branch  of  the  Boston  and 
Maine  Railroad,  west  of  the  Portland  Branch 
of  the  Boston  and  Maine  Railroad,  and  north 
of  Salem  Road;  and  that  part  of  the  Town  of 
Wilmington  lying  east  of  Woburn  Street, 
north  of  Concord  Road,  and  south  of  Park 
Street. 

(xxxii)  That  part  of  the  City  of  Woburn 
lying  south  of  Putnam  Street,  north  of  Uni¬ 
versity  Street,  east  of  Middle  Street,  and 
west  of  Ohio  Street,  and  that  part  of  the 
City  of  Woburn  lying  north  of  Russell  Street 
and  west  of  Cambridge  Road. 

(xxxiii)  That  part  of  the  Town  of  Ashland 
lying  south  of  Tri  Street,  west  of  State  Route 
No.  126,  north  of  Eliot  Street,  and  east  of 
Cedar  Street. 

(6)  All  of  Norfolk  County  except  the  fol¬ 
lowing: 

(1)  That  part  of  the  Town  of  Avon  lying 
northeast  of  Central  Street  and  northwest 
of  Pond  Street  and  State  Route  No.  28. 

(li)  That  part  of  the  Town  of  Bellingham 
lying  north  of  Farm  Street  and  west  of 
Hartford  Street. 

(ill)  That  part  of  the  Town  of  Canton 
lying  south  of  Randolph  Street,  east  of  York 
Street,  north  of  Willow  Street,  and  west  of 
Old  Randolph  Street;  and  that  part  of  the 
Town  of  Canton  lying  south  of  Randolph 
and  Washington  Streets,  east  of  Pleasant 
Street,  and  west  of  State  Route  No.  138. 

(lv)  That  part  of  the  Town  of  Dedham 
lying  southeast  of  State  Route  No.  109  and 
northwest  of  U.  S.  Route  No.  1. 

(v)  That  part  of  the  Town  of  Dover  lying 
south  of  Powisset  Street,  east  of  Walpole 
Street,  and  north  of  Hartford  Street. 

(vi)  That  part  of  the  Town  of  Foxboro 
lying  east  of  Central  Street,  south  of  Spring 
Street,  and  west  of  Belcher  Street;  and  that 
part  of  the  Town  of  Foxboro  lying  south  of 
Chestnut  Street,  north  and  west  of  Mechanic 
Streets,  and  east  of  Main  Street. 

(vii)  That  part  of  the  Town  of  Holbrook 
lying  south  of  State  Route  No.  139. 

(vili)  That  part  of  the  Town  of  Norfolk 
lying  west  of  Massapoag  Avenue  and  south 
and  east  of  Mansfield  Street;  and  that  part 
of  the  Town  of  Norfolk  lying  south  of  the 
Midland  Division  of  the  New  York.  New 
Haven  and  Hartford  Railroad,  north  of  State 
Route  No.  1-A,  and  east  of  State  Route  No. 
115. 

(lx)  The  Town  of  Norwood. 

(x)  That  part  of  the  Town  of  Plainville 
lying  south  of  Warren  Street,  east  of  High 
and  Hawkins  Streets,  and  west  of  West  Bacon 
Street. 

(xi)  That  part  of  the  Town  of  Randolph 
lying  east  of  High  Street,  north  of  Chestnut 
Street,  west  of  Overlook  Road,  and  south  of 
Canton  Street. 

(xii)  That  part  of  the  Town  of  Sharon 
lying  north  of  Main  Street;  and  that  part  of 
the  Town  of  Sharon  lying  south  of  Morse 
Street,  east  of  Massapoag  Avenue,  and  west 
of  Mountain  Street. 


(xiii)  That  part  of  the  Town  of  South 
Bellingham  lying  south  and  east  of  Pulaski 
Boulevard. 

(xiv)  The  Town  of  South  Walpole. 

(xv)  The  Town  of  Walpole. 

(xvi)  The  Town  of  Wellesley. 

(xvii)  The  Town  of  Westwood. 

(xviii)  That  part  of  the  Town  of  Wren- 
tham  lying  north  of  State  Route  No.  11  and 
south  of  State  Route  No.  140;  that  part  of 
the  Town  of  Wrentham  lying  south  and  east 
of  State  Route  No.  11  and  west  of  U.  S.  Route 
1-A;  that  part  of  the  Town  of  Wrentham 
lying  south  of  State  Route  No.  140,  east  of 
State  Route  No.  1-A,  and  west  of  U.  S.  Route 
No.  1;  and  that  part  of  the  Town  of  Wren¬ 
tham  lying  north  of  State  Route  No.  140 
and  west  of  State  Route  No.  1-A. 

(xix)  The  Town  of  Stoughton. 

(7)  All  of  Plymouth  County  except  the  fol¬ 
lowing: 

(i)  That  part  of  the  Town  of  Abington 
lying  south  of  Randolph  Street,  north  of 
Rockland  Street,  west  of  Bedford  Street,  and 
east  of  Hancock  Street. 

(ii)  That  part  of  the  Town  of  Bridgewater 
lying  southwest  of  Winter  Street,  north  of 
Auburn  Street,  and  east  of  Beaver  Street; 
that  part  of  the  City  of  Bridgewater  lying 
north  of  Flagg  Street,  southwest  of  Conant 
Street,  and  southeast  of  Summer  Street; 
and  that  part  of  the  Town  of  Bridgewater 
lying  south  of  Flagg  and  Auburn  Streets, 
north  and  west  of  the  Taunton  River,  and 
east  of  State  Route  No.  28. 

(iii)  That  part  of  the  Town  of  Brockton 
lying  south  of  East  Ashland  Street,  north  of 
Court  Street,  and  east  of  North  Quincy 
Street;  and  that  part  of  the  Town  of  Brock¬ 
ton  lying  south  of  Edson  Street,  north  of 
Plain  Street,  east  of  Summer  Street,  and 
west  of  East  Street. 

(iv)  That  part  of  the  Town  of  Carver 
lying  north  of  High  Street,  west  of  Plympton 
Road,  and  east  of  Brook  Street. 

(v)  That  part  of  the  Town  of  Halifax 
lying  south  of  Haywood  Street  and  east  of 
South  Street;  and  that  part  of  the  Town  of 
Halifax  lying  north  and  east  of  Wood  Street, 
west  of  South  Street,  and  south  of  River 
Street. 

(vi)  That  part  of  the  Town  of  Hanson 
lying  north  of  Main  Street,  east  of  Washing- 
lngton  Street,  south  of  Holmes  Street,  and 
west  of  Philips  Street. 

(vii)  That  part  of  the  Town  of  Lakeville 
lying  east  of  State  Route  No.  105,  southwest 
of  Baughn  Street,  and  north  of  the  Assawom- 
set  Lake. 

(vlii)  That  part  of  the  Town  of  Matta- 
polssett  lying  south  of  Aucoot  Road,  west  of 
Peasespoint  Road,  and  east  of  Bowman  Road. 

(lx)  That  part  of  the  Town  of  Middle- 
borough  lying  south  of  Smith  Street,  east 
of  the  New  York,  New  Haven  and  Hartford 
Railroad,  west  of  State  Route  No.  28.  and 
north  of  Spruce  Street;  that  part  of  the 
Town  of  Middleborough  lying  south  of 
Plymouth  Street,  north  of  Centre  Street, 
east  of  Vernon  Street,  and  west  of  Pleasant 
Street;  and  that  part  of  the  Town  of  Middle- 
borough  lying  west  of  Pleasant  Street,  east 
of  Vernon  Street  and  the  Poquoy  River, 
north  of  Mill  and  Clay  Streets,  and  south 
of  Centre  Street. 

(x)  The  Town  of  Norwell. 

(xi)  That  part  of  the  Town  of  Plymouth 
lying  south  of  Stafford  Street,  north  of  New- 
field  Street,  east  of  Summer  Street,  and  west 
of  Birch  Avenue. 

(xii)  That  part  of  the  Town  of  Plympton 
lying  south  of  County  Road  and  northwest 
of  Maple  Street;  and  that  part  of  the  Town 
of  Plympton  lying  south  of  Ring  Road,  north 
of  Brook  Street,  and  east  of  Upland  Road. 

(xiii)  That  part  of  the  Town  of  Rochester 
lying  east  of  the  Mattnpoisett -Roches ter 
Road  and  south  of  New  Bedford  Road  and 
State  Route  No.  105;  that  part  of  the  Town 
of  Rochester  lying  south  of  State  Route  No. 
105,  north  of  Perry  Hill  Road,  west  of  Her¬ 


ring  Run  River,  and  east  of  Cushman  Road; 
and  that  part  of  the  Town  of  Rochester  lying 
east  of  Vaughns  Hill  Road,  south  of  Hartlet 
Road,  west  of  Mendall  Road,  and  north  of 
Taunton  Road. 

(xiv)  That  part  of  the  Town  of  Rockland 
lying  south  of  Summer  Street  and  east  of 
Beach  Street;  and  that  part  of  the  Town  of 
Rockland  lying  south  of  Forest  Street,  west 
of  Union  Street,  and  east  of  Weymouth 
Street. 

(xv)  That  part  of  the  City  of  West  Bridge- 
water  lying  northeast  of  State  Route  No.  28 
and  southwest  of  Ash  Street. 

(8)  All  of  Worcester  County  except  the 
following : 

(i)  The  Town  of  Ashburnham. 

(ii)  That  part  of  the  Town  of  Blackstone 
lying  west  of  Mendon  Street  and  north  and 
east  of  Chestnut  Street;  that  part  of  the 
Town  of  Blackstone  lying  north  of  Lincoln 
and  Orchard  Streets,  south  of  Town  Farm 
Road  and  Chestnut  Street,  and  west  of 
Meadow  Street;  and  that  part  of  the  Town 
of  Blackstone  lying  northwest  of  Hill  and 
Grove  Streets  and  south  and  east  of  Hill 
Street. 

(iii)  That  part  of  the  Town  of  Boylston 
lying  south  of  Green  Street,  north  of  Rocky 
Pond  Road,  and  east  of  Warren  Street. 

(iv)  That  part  of  the  Town  of  Fitchburg 
lying  north  of  Westminster  Road,  south  of 
MacIntyre  Road,  east  of  Alpine  Road,  and 
west  of  Williams  Street. 

(v)  The  Town  of  Gardner. 

(vi)  That  part  of  the  Town  of  Grafton 
lying  east  of  State  Routes  No.  140  and  No. 
30;  and  that  part  of  the  Town  of  Grafton 
lying  north  of  Follett  Street,  south  of  Mill- 
bury  Street,  and  west  of  Fitzpatric  Street. 

(vii)  That  part  of  the  Town  of  Harvard 
lying  southeast  of  Old  Mill  Road,  north  of 
Pinhill  Road,  and  west  of  Ayer  Road. 

(viii)  That  part  of  the  Town  of  Mendon 
lying  north  of  Bellingham  Road  and  south 
and  east  of  Hartford  Avenue  East. 

(ix)  The  Town  of  Milford. 

(x)  That  part  of  the  Town  of  Millville 
lying  north,  east,  and  south  of  Hill  Street 
and  west  of  Grove  Street;  and  that  part  of 
the  Town  of  Millville  lying  southwest  of 
State  Route  No.  122  and  east  of  Chestnut 
Street. 

(xi)  That  part  of  the  town  of  Oxford  lying 
south  of  State  Route  No.  12. 

(xii)  That  part  of  the  Town  of  Sturbridge 
lying  north  of  Cooper  Road,  east  of  Arnold 
Road,  and  west  of  Brookfield  Road. 

(xiii)  That  part  of  the  Town  of  Sutton 
lying  south  of  Boston  Road,  north  of  State 
Route  CD-520,  east  of  Singletary  Avenue,  and 
west  of  State  Route  No.  146;  and  that  part  of 
the  Town  of  Sutton  lying  southeast  of  Pit¬ 
man  Hill  Road,  north  of  Central  Street,  and 
west  of  Uxbridge  Road. 

(xiv)  The  Town  of  Templeton. 

(xv)  That  part  of  the  Town  of  Westboro 
lying  north  of  State  Route  No.  9. 

•  *  *  *  • 

(1)  Rhode  Island:  (1)  Bristol  and  Kent 
Counties. 

(2)  All  of  Providence  County  except  the 
following; 

(1)  That  part  of  the  Town  of  Cranston 
lying  east  of  Pippin  Orchard  Road,  west  of 
Seven  Mile  Road,  north  of  Plainfield  Pike, 
and  south  of  Scituate  Avenue. 

(ii)  That  part  of  the  Town  of  Johnston 
lying  east  of  Simmonsvllle  Avenue,  north¬ 
west  of  Scituate  Avenue,  and  south  of  Sim* 
monsville  Lake. 

(iii)  That  part  of  the  Town  of  Scituate 
lying  west  of  Matteson  Road,  south  of  Hope 
Furnace  Road,  east  of  Burnt  Hill  Road,  and 
north  of  Tunk  Hill  Road. 

Effective  date.  The  foregoing  amend¬ 
ment  shall  become  effective  upon 
issuance. 

The  Town  of  Manchester  in  Hartford 
County  in  Connecticut  was  previously 
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included  within  the  areas  in  which  vesic¬ 
ular  exanthema  has  been  found  to  exist 
and  in  which  a  quarantine  has  been  es¬ 
tablished.  This  amendment  includes 
the  remainder  of  Hartford  County  within 
such  areas.  Hereafter,  the  restrictions 
pertaining  to  the  interstate  movement 
of  swine  and  carcasses,  parts  and  offal  of 
swine  from  or  through  quarantined  areas 
contained  in  9  CFR,  Part  76,  Subpart  B, 
as  amended  (18  P.  R.  3636,  as  amended), 
will  apply  to  Hartford  County  in 
Connecticut. 

The  amendment  excludes  certain  areas 
in  Arkansas,  California,  Massachusetts, 
and  Rhode  Island  from  the  areas  in 
which  vesicular  exanthema  has  been 
found  to  exist  and  in  which  a  quarantine 
has  been  established.  Hereafter,  the  re¬ 
strictions  pertaining  to  the  interstate 
movement  of  swine  and  carcasses,  parts 
and  offal  of  swine  from  or  through  quar¬ 
antined  areas  contained  in  9  CFR,  Part 
76,  Subpart  B,  as  amended  (18  F.  R.  3636, 
as  amended),  will  not  apply  to  such 
areas.  However,  the  restrictions  pertain¬ 
ing  to  such  movement  from  non-quaran- 
tined  areas  contained  in  said  Subpart  B, 
as  amended,  will  apply  thereto. 

The  amendment  imposes  certain  fur¬ 
ther  restrictions  necessary  to  prevent  the 
spread  of  vesicular  exanthema,  a  con¬ 
tagious,  infectious,  and  communicable 
disease  of  swine,  and  relieves  certain 
restrictions  presently  imposed.  The 
amendment  must  be  made  effective  im¬ 
mediately  to  accomplish  its  purpose  in 
the  public  interest  and  to  be  of  maxi¬ 
mum  benefit  to  persons  subject  to  the 
restrictions  which  are  relieved.  Accord¬ 
ingly,  under  section  4  of  the  Administra¬ 
tive  Procedure  Act  (5  U.  S.  C.  1003),  it 
is  found  upon  good  cause  that  notice  and 
other  public  procedure  with  respect  to 
the  amendment  are  impracticable  and 
contrary  to  the  public  interest  and  good 
cause  is  found  for  making  it  effective  less 
than  30  days  after  publication  in  the 
Federal  Register. 

(Secs.  4,  5,  23  Stat.  32,  as  amended,  sec.  2, 
32  Stat.  792,  as  amended,  secs.  1,  3,  33  Stat. 
1264,  as  amended,  1265,  as  amended;  21 
U.  S.  C.  120,  111,  123,  125.  Interprets  or 
applies  sec.  7,  23  Stat.  32,  as  amended;  21 
U.  S.  C.  117) 

Done  at  Washington,  D.  C.,  this  19th 
day  of  March  1954. 

[seal]  M.  R.  Clarkson, 

Acting  Administrator, 
Agricultural  Research  Service. 

[F.  R.  Doc.  54-2116;  Filed  ir.  24,  1954; 

8:55  a.  m. ) 

TITLE  14— CIVIL  AVIATION 

Chapter  I — Civil  Aeronautics  Board 

Subchapter  A — Civil  Air  Regulations 

[Supp.  22] 

Part  42 — Irregular  Air  Carrier  and 
Off-Route  Rules 

air  taxi  operator  certificate 

The  purpose  of  this  supplement  is  to 
Jist  by  section  number  the  provisions  of 
Part  42  of  this  subchapter  and  Civil 
Aeronautics  Manual  42,  and  provide 
additional  regulations  which  are  appli¬ 
cable  to  the  certification  and  operation 


of  air  taxi  service.  The  proposed  rules 
were  published  on  December  12,  1953,  in 
18  F.  R.  8182;  interested  persons  were 
afforded  an  opportunity  to  submit  data, 
views,  or  arguments;  and  consideration 
has  been  given  to  all  relevant  matter 
presented.  The  following  rules  and  in¬ 
terpretations  are  hereby  adopted: 

§  42.0-2  Provisions  of  this  part  which 
are  applicable  to  air  taxi  operators  ( CAA 
interpretations  which  apply  to  §  42.0  and 
SR-395). 

(a)  Under  SR-395,  the  following  sec¬ 
tions  of  the  certification  and  operation 
rules  of  this  part  apply  to  air  taxi  oper¬ 
ators: 

42.0  Applicability  of  this  part.  (a). 

42.1  Definitions,  (a)  (2),  (4),  (5),  (6), 
(7).  (12a),  (13),  (14),  (15),  (20),  (21),  (22), 
(23),  (24),  (27),  (28).  (29),  (30),  (32),  (33). 

42.5  Certificate  issuance. 

42.7  Display. 

42.8  Inspection. 

42.11  Aircraft  required. 

42.14  Minimum  performance  requirements 
for  all  aircraft. 

42.16  Aircraft  limitations  for  IFR  and 
land  aircraft  over  loater  operations. 

42.21  Basic  required  instruments  and 
equipment  for  aircraft. 

42.24  First  aid  and  emergency  equipment. 

42.25  Cockpit  check  list. 

42.26  Supplemental  oxygen. 

42.28  Equipment  standards. 

42.29  Protective  breathing  equipment  for 
the  flight  crew.  (b). 

42.30  General.  (Maintenance  require¬ 
ments). 

42.31  Inspections  and  maintenance,  (a) 

(2).  (b). 

42.40  Airman  requirements. 

42.41  Composition  of  flight  crew,  (a), 
(b).  (c). 

42.42  Pilot  qualification  for  small  aircraft. 

42.44  Recent  flight  experience  require¬ 
ments  for  flight  crew  members. 

42.46  Logging  flight  time. 

42.47  Grace  period  for  airman  periodic 
checks. 

42.51  Pilot  responsibilities. 

42.52  Fuel  supply,  (a)  (l),(3),(b). 

42.53  Minimum  flight  altitude  rules. 

42.54  Flight  into  known  icing  conditions. 

42.55  Weather  minimums. 

42.56  Instrument  approach. 

42.57  Airport  lighting  for  night  opera¬ 
tions. 

42.58  Navigational  aids  for  IFR  flight. 

42.59  Passenger  use  of  emergency  equip¬ 
ment. 

42.62  Flight  manifest  for  large  aircraft 
and  passenger -carrying  aircraft  operating 
under  IFR  conditions. 

42.91  Maintenance  records. 

42.92  Airman  records. 

42.93  Emergency  flight  reports. 

42.94  Pilot’s  emergency  deviation  report. 

42.95  Flight  manifest  record. 

.  42.96  Reporting  of  malfunctioning  and 

defects. 

(b)  The  following  sections  of  CAM  42 
are  applicable  to  the  provisions  of  this 
part  listed  in  paragraph  (a) : 

42.1- 1  Flight  time  ( CAA  interpretations 
which  apply  to  §  42 1  (a)  (14)). 

42.1- 2  Twilight  (CAA  interpretations 
which  apply  to  §  421  (a)  (20) ). 

42.11-1  Listing  of  aircraft  (CAA  rules 
which  apply  to  §  4211).  (a). 

42.21- 1  Seats  and  safety  belts  (CAA  rules 
which  apply  to  §  42.21  (a)  (11)). 

42.21- 2  Fire  extinguishers  (CAA  rules 
which  apply  to  §  42.21  (a)  (12)). 

42.21- 3  Altimeter  (CAA  policies  which 
apply  to  §  42.21  (b)  ( 1 )). 

42.24-1  First-aid  and  emergency  equip¬ 
ment  (CAA  policies  which  apply  to  §  42.24). 


42.24- 2  First-aid  kit  (CAA  rules  which 
apply  to  $  42.24  (a)  ). 

42.24- 4  Emergency  equipment  (CAA  rules 
which  apply  to  §  42.24  (b)). 

42.25- 1  Cockpit  check  list  (CAA  policies 
which  apply  to  §  42.25). 

42.25- 2  Minimum  standard  cockpit  check 
list  (CAA  policies  which  apply  to  §  42.25). 

42.30- 1  General  (Maintenance)  (Ci4A 
policies  which  apply  to  §  42.30). 

42.31- 2  Maintenance  and  inspection — • 
small  aircraft  (CAA  policies  which  apply  to 
§  42.31  (a)  (2)). 

42.31- 3  Maintenance  and  inspection;  all 
aircraft  (CAA  policies  which  apply  to  §  42.31 

(a)  (1)  and  (2)).  (e)  (1),(2). 

42.31- 4  Maintenance  and  inspection 
records  (CAA  policies  which  apply  to  §  42.31 
(*»). 

42.51- 1  Responsibilities  of  the  pilot  in 
command  (CAA  policies  which  apply  to 
S  42.51). 

42.51- 2  Time  of  reporting  for  duty  (CAA 
policies  which  apply  to  §42.51  (b)). 

42.51- 3  Flight  equipment  (CAA  policies 
which  apply  to  §  42.51  (c) ) . 

42.51- 4  Serviceability  of  equipment  (CAA 
policies  which  apply  to  §42.51  (e)). 

42.53- 3  Operation  in  the  territory  of 
Alaska  (CAA  policies  which  apply  to  §  42.52 

(b) ). 

42.54- 1  Other  parts  of  the  aircraft  (CAA 
interpretations  which  apply  to  §  42.54). 

42.55- 1  En  route  weather  minimums 
(CAA  interpretations  which  apply  to  §  42.55 

(a)). 

42.55- 2  Air  traffic  clearance  (CAA  inter¬ 
pretations  which  apply  to  §  42.55  (a)). 

42.56- 1  Standard  instrument  aproach 

procedures  (CAA  rules  which  apply  to 
§  42.56).  / 

42.57- 1  Minimum  facilities  (CAA  policies 
which  apply  to  §  42.57) . 

42.58- 1  Off-airway  instrument  operation 
(CAA  rules  which  apply  to  §  42.58). 

42.62-1  Content  of  flight  manifest  (CAA 
policies  which  apply  to  §  42.62). 

42.91- 1  Content  of  maintenance  records 
(CAA  policies  which  apply  to  §  42.91). 

42.91- 3  Retention  of  records  (CAA  poli¬ 
cies  which  apply  to  §  42.91 ) . 

42.92- 1  Content  of  airman  records  (CAA 
policies  which  apply  to  f  42.92). 

42.92- 2  Availability  of  records  (CAA  pol¬ 
icies  which  apply  to  §  42.92). 

42.92- 3  Retention  of  records  (CAA  poli¬ 
cies  which  apply  to  §  42.92) . 

42.93- 1  Submission  of  emergency  flight 
reports  (CAA  policies  which  apply  to  $  42.93). 

42.94- 1  Submission  of  pilot’s  emergency 
deviation  report  (CAA  policies  which  apply 
to  §  42.94). 

(c)  In  addition  to  the  items  listed  in 
paragraph  (a)  and  (b)  of  this  section, 
air  taxi  operators  are  governed  by  the 
following  regulations: 

( 1 )  Economic  Regulations  Part  298. 

(2)  Economic  Regulations  Part  242,  if 
aircraft  having  more  than  five  passenger 
seats  are  used. 

§  42.0-3  Operations  for  which  an  air 
taxi  operator  certificate  is  not  required. 
(CAA  interpretations  which  apply  to 
§  42.0  and  SR-395).  The  following  op¬ 
erations  which  may  involve  remunera¬ 
tion  are  not  considered  as  coming  within 
the  meaning  of  carriage  by  aircraft  of 
persons  or  property  as  an  air  taxi 
operator: 

(a)  Student  instruction. 

(b)  Local  sightseeing  flights  which  re¬ 
turn  to  the  point  of  departure  without 
landing  at  other  points. 

(c)  Any  crop  dusting,  spraying,  seed¬ 
ing,  pest  control,  or  other  agricultural 
operations. 
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(d)  Any  industrial  aviation  operations 
such  as  patrol,  photography,  banner 
towing,  etc. 

(e)  Any  other  aviation  operation  when 
the  carriage  of  persons  or  materials  is 
incidental  to  the  main  purpose  of  the 
flight. 

§  42.5-5  Application  for  an  air  taxi 
operator  certificate  ( CAA  rules  which 
apply  to  §42.5  and  SRr-395).  (a)  Ap¬ 

plication  for  an  Air  Taxi  Operator  Cer¬ 
tificate  shall  be  made  in  triplicate  on 
Form  ACA-1602,  provided  for  this  pur¬ 
pose  by  the  Administrator.  The  appli¬ 
cation  form  may  be  obtained  by  contact¬ 
ing  the  local  Aviation  Safety  Agent  or 
District  Office.  When  the  requirements, 
as  prescribed  in  this  part,  have  been  met 
(see  §42.0-2),  the  applicant  shall 
present  his  application  to  the  local  Avia¬ 
tion  Safety  Agent  and  arrange  for  an 
inspection  of  his  flight  equipment  and  all 
ground  facilities. 

(b)  Where  inspection  indicates  that 
the  applicant  is  capable  of  conducting 
the  proposed  operation  in  accordance 
with  the  provisions  of  §  42.0-2,  an  Air 
Taxi  Operator  Certificate,  Form  ACA- 
1603,  will  be  issued,  together  with  oper¬ 
ations  specifications.  The  operations 
specifications  which  have  been  approved 
on  the  application  form  become  a  part 
of  the  certificate  and  specify  the  carriage 
of  passengers,  cargo,  or  both;  the  cate¬ 
gory  and  class  of  aircraft  (e.  g.,  aircraft 
single-engine  land) ;  and  the  flight  con¬ 
ditions  under  which  operations  are  au¬ 
thorized  (e.  g.,  VFR  day,  VFR  night,  IFR 
day,  IFR  night). 

§  42.5-6  Amendment  and  reissuance 
of  air  taxi  operator  certificates  iCAA 
rules  which  apply  to  §42.5).  (a)  Ap¬ 

plication  for  amendment  and  reissuance 
of  an  air  taxi  operator  certificate  shall 
be  made,  in  accordance  with  procedure 
for  original  issuance,  when  the  operator 
desires  a  change  in: 

(1)  Name  or  address  of  operator. 

(2)  Ownership. 

(3)  Area  of  operations. 

(4)  Base  of  operations. 

(5)  Type  of  operations. 

(b)  In  cases  of  paragraph  (a)  (1), 
(2),  and  (3)  of  this  section  the  agent 
may  elect  to  inspect  the  aircraft  as  for 
original  issuance. 

(c)  In  cases  set  forth  in  paragraph 
(a)  (4)  of  tlvs  section  the  agent  may 
elect  to  inspc^.  the  aircraft  if  the  base 
of  operations  is  not  moved  out  of  the 
region  of  previous  certification.  In¬ 
spection  will  be  made  and  a  new  certi¬ 
ficate  and  number  will  be  issued  when 
the  base  is  moved  to  another  region. 

(d)  In  cases  set  forth  in  paragraph 
(a)  (5)  of  this  section,  inspection  as  for 
original  issuance  will  be  made. 

§  42.11-2  Listing  of  small  aircraft 
( CAA  interpretations  which  apply  to 
§  42.11).  An  air  taxi  operator  is  re¬ 
quired  to  have  the  exclusive  use  of  at 
least  one  aircraft.  However,  such  air¬ 
craft  are  not  required  to  be  listed  on  the 
operations  specifications  of  air  carrier 
operating  certificates  issued  to  air  taxi 
operators.  Therefore,  no  amendment 
of  the  certificate  is  required  when  an  air 
taxi  operator  changes  aircraft. 


(Sec.  205,  52  Stat.  984,  as  amended;  49 
U.  S.  C.  425.  Interpret  or  apply  sec.  601,  52 
Stat.  1007,  as  amended;  49  U.  8.  C.  551) 

This  supplement  shall  become  effec¬ 
tive  April  1,  1954. 

F.  B.  Lee, 

Administrator  of  Civil  Aeronautics. 

[P.  R.  Doc.  54-2077;  Filed,  Mar.  24,  1954; 
8:45  a.  m.] 


TITLE  25— INDIANS 

Chapter  I — Bureau  of  Indian  Affairs, 
Department  of  the  Interior 

Subchapter  L — Irrigation  Projects;  Operation  and 
Maintenance 

Part  130 — Order  Fixing  Operation  and 
Maintenance  Charges 

FLATHEAD  INDIAN  IRRIGATION  PROJECT, 
MONTANA 

March  19,  1954. 

On  February  18,  1954,  there  was  pub¬ 
lished  in  the  daily  issue  of  the  Federal 
Register  notice  of  intention  to  amend 
§§  130.16  and  130.17  of  the  Title  25,  Code 
of  Federal  Regulations,  dealing  with 
irrigable  lands  of  the  Flathead  Indian 
Irrigation  Project  not  subject  to  the 
jurisdiction  of  the  several  irrigation 
districts.  Interested  persons  were  there¬ 
by  given  opportunity  to  participate  in 
preparing  the  amendments  by  submit¬ 
ting  data  or  written  arguments  within 
30  days  from  the  date  of  publication  of 
the  notice.  No  objections  were  sub¬ 
mitted.  Accordingly  §§  130.16  and 
130.17  are  amended  as  follows,  to  be 
effective  for  the  season  of  1954  and  there¬ 
after  until  further  order. 

§  130.16  Charges,  Jocko  Division,  (a) 
An  annual  minimum  charge  of  $2.05  per 
acre,  for  the  season  of  1954  and  there¬ 
after  until  further  notice,  shall  be  made 
against  all  assessable  irrigable  land  in 
the  Jocko  Division  that  is  not  included 
in  an  Irrigation  District  organization, 
regardless  of  whether  water  is  used. 

(b)  The  minimum  charge  when  paid 
shall  be  credited  on  the  delivery  of  the 
pro  rata  per  acre  share  of  the  available 
water  up  to  one  and  one-half  acre  feet 
per  acre  for  the  entire  assessable  area 
of  the  farm  unit,  allotment  or  tract.  Ad¬ 
ditional  water,  if  available  will  be  deliv¬ 
ered  at  the  rate  of  one  dollar  and  thirty- 
seven  cents  ($1.37)  per  acre  foot  or  frac¬ 
tion  thereof. 

§  130.17  Charges,  Mission  Valley  and 
Camas  Divisions,  (a)  (1)  An  annual 
minimum  charge  of  $2.64  per  acre,  for 
the  season  1954  and  thereafter  until  fur¬ 
ther  notice,  shall  be  made  against  all 
assessable  irrigable  land  in  the  Mission 
Valley  Division  that  is  not  included  in 
an  Irrigation  District  organization  re¬ 
gardless  of  whether  water  is  used. 

(2)  The  minimum  charge  when  paid 
shall  be  credited  on  the  delivery  of  the 
pro  rata  per  acre  share  of  the  available 
water  up  to  one  and  one-half  acre  feet 
per  acre  for  the  entire  assessable  area 
of  the  farm  unit,  allotment  or  tract.  Ad¬ 
ditional  water,  if  available,  will  be  deliv¬ 
ered  at  the  rate  of  one  dollar  and 
seventy-six  cents  ($1.76)  per  acre  foot  or 
fraction  thereof. 


(b)  (1)  An  annual  minimum  charge 
of  $2.26  per  acre,  for  the  season  of  1954 
and  thereafter  until  further  notice,  shall 
be  made  against  all  assessable  irrigable 
land  in  the  Camas  Division  that  is  not 
included  in  an  Irrigation  District  organ¬ 
ization  regardless  of  whether  water  is 
used. 

(2)  The  minimum  charge  when  paid 
shall  be  credited  on  the  delivery  of  the 
pro  rata  per  acre  share  of  the  available 
water  up  to  one  and  one-half  acre  feet 
per  acre  for  the  entire  assessable  area 
of  the  farm  unit,  allotment  or  tract. 
Additional  water,  if  available,  will  be 
delivered  at  the  rate  of  one  dollar  and 
fifty-one  cents  ($1.51)  per  acre  foot  or 
fraction  thereof. 

(Secs.  1,  8,  36  Stat.  270,  272,  as  amended;  25 
U.  S.  C.  385) 

Amendment  to  order  dated  April  16, 
1953  (17  F.  R.  3146)  signed  by  Paul  L. 
Fickinger,  Area  Director. 

F.  M.  Haverland, 
Acting  Area  Director. 

[F.  R.  Doc.  54-2078;  Filed,  Mar.  24,  1954; 

8:45  a.  m.] 

TITLE  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  6047] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

DISTILLERS  CORPORATION -SEAGRAMS,  LTD., 
ET  AL. 

Subpart — Combining  or  conspiring: 
§  3.410  To  eliminate  or  restrain  competi¬ 
tion  in  conspirators’  goods;  §  3.425  To 
enforce  or  bring  about  resale  price 
maintenance;  §  3.430  To  enhance,  main¬ 
tain  or  unify  prices.  Subpart — Dealing 
on  exclusive  and  tying  basis:  §  3.670 
Dealing  on  exclusive  and  tying  basis. 
Subpart — Maintaining  resale  prices: 
§  3.1130  Contracts  and  agreements.  I.  In 
or  in  connection  with  the  offering  for 
sale,  sale,  or  distribution  in  commerce  of 
alcoholic  beverages,  and  on  the  part  of 
respondent  Joseph  E.  Seagram  &  Sons, 
Inc.,  and  twelve  other  corporations, 
entering  into,  cooperating  in,  carrying 
out,  or  continuing  any  combination,  con¬ 
spiracy,  cooperation  or  planned  common 
course  of  action  between  any  two  or 
more  of  said  respondents  engaged  in 
competition  in  the  sale  of  alcoholic 
beverages  to  persons  other  than  those 
owned  or  controlled  by  any  of  the  re¬ 
spondents,  or  between  any  one  or  more 
of  said  respondents  and  any  wholly  or 
partly  owned  subsidiary  or  affiliated  con¬ 
cern  not  a  party,  engaged  in  competition 
in  the  sale  of  alcoholic  beverages  to 
persons  other  than  those  owned  or  con¬ 
trolled  by  any  of  the  respondents,  to  (1) 
raise,  fix,  stabilize,  or  maintain  prices; 
(2)  discuss,  confer  or  exchange  infor¬ 
mation  for  the  purpose  or  with  the  effect 
of  establishing  or  maintaining  prices, 
terms,  or  conditions  of  sale,  or  of  secur¬ 
ing  adherence  to  prices,  terms,  or  con¬ 
ditions  of  sale;  (3)  exchange  informa¬ 
tion  with  or  meet  with  any  retail  liquor 
dealer  or  with  any  representative  of  any 
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retail  liquor  dealer  association,  or  others 
for  the  purpose  or  with  the  effect  of 
reaching  agreement  as  to  the  employ¬ 
ment  of  any  resale  price  maintenance 
contract  or  arrangement,  of  adjusting, 
or  increasing  resale  prices  after  tax 
rate  changes,  or  of  reaching  agree¬ 
ment  as  to  the  use  of  any  resale  price 
maintenance  contract  or  arrangement 
as  a  means  of  raising,  fixing,  stabi¬ 
lizing,  or  maintaining  prices;  (4)  use 
common  directors  or  officers  as  a  means 
of  raising,  fixing,  stabilizing,  or  main¬ 
taining  prices;  and  (5)  enter  into  any 
resale  price  maintenance  contract  or 
arrangement,  or  police,  enforce,  or 
attempt  to  police  or  enforce  any  such 
contract  or  arrangement;  and,  II,  ef¬ 
fecting  or  maintaining  any  condition, 
agreement,  contract,  understanding,  or 
arrangement,  express  or  implied,  on 
the  part  of  each  of  said  respondents, 
providing  that  any  distributor  or  any 
other  purchaser  shall  be  required  to 
give  notice  in  advance  of  dealing  in 
any  alcoholic  beverage  product  pro¬ 
duced  or  sold  by  any  competitor  or 
competitors  of  respondents;  prohibited, 
subject  to  the  provision,  however,  that 
nothing  contained  in  the  order  shall 
be  construed  to  limit  or  otherwise  af¬ 
fect  any  right  with  respect  to  resale 
price  maintenance  contracts  or  ar¬ 
rangements  which  any  of  the  respond¬ 
ents  may  have  under  section  5  of  the 
Federal  Trade  Commission  Act  as 
amended  by  the  McGuire  Act  (Public 
Law  542,  82d  Cong.,  Chap.  745,  2d 
Sess.,  Approved  July  14,  1952) ;  and 
subject  to  the  further  proviso  that 
if,  as  a  result  of  any  valid  statute  or 
regulation  of  any  state,  territory,  or 
possession  or  subdivision  thereof, 
adopted  pursuant  to  the  Twenty-first 
Amendment  to  the  Constitution  of 
the  United  States,  relating  to  the  offering 
for  sale,  sale,  or  distribution  of  alcoholic 
beverages,  respondents,  or  any  of  them, 
or  one  or  more  of  their  wholly  or  partly 
owned  subsidiaries  or  affiliated  con¬ 
cerns,  as  a  condition  of  doing  business 
in  said  state,  territory,  possession  or 
subdivision  thereof,  engage  in  acts  or 
practices  which,  upon  a  prima  facie 
showing  on  the  record  (not  overcome 
by  answer)  may  be  construed  by  the 
Federal  Trade  Commission  as  violat¬ 
ing  any  provision  of  the  foregoing  order, 
the  Commission  agrees  that  it  will  re¬ 
open  the  order  solely  for  the  purpose 
of  determining  whether  to  alter,  modify, 
or  set  aside  such  provision  and  that 
it  will  suspend  such  provision  of  the 
order,  pending  disposition  of  the  issue 
as  to  whether  such  provision  should  be 
altered,  modified,  or  set  aside,  it  being 
further  provided  in  the  aforesaid  con¬ 
nection  that  said  proviso  shall  be  with¬ 
out  prejudice  to,  and  that  nothing 
therein  contained  shall  be  construed 
to  limit  or  otherwise  affect,  any  defense 
which  might  otherwise  be  available 
to  any  respondent,  in  any  proceeding 
to  enforce  the  foregoing  order  or  based 
on  an  alleged  violation  thereof. 

(Sec.  6.  38  Stat.  722;  15  U.  S.  C.  46.  Interpret 
°r  apply  sec.  5,  38  Stat.  719;  15  U.  S.  C.  45) 
(Cease  and  desist  order,  Distillers  Corpora- 
(lon-Seagrams,  Ltd.,  et  al„  Montreal,  Canada, 
Docket  6047,  Mar.  2,  1954] 
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In  the  Matter  of  Distillers  Corporation- 
Seagrams,  Ltd.,  a  Corporation,  and  Its 
Subsidiaries:  Joseph  E.  Seagram  & 
Sons,  Inc.,  a  Corporation,  and  Its  Sub¬ 
sidiaries:  Seagram  Distillers  Corpora¬ 
tion,  a  Corporation,  and  Its  Subsidiary: 
Distillers  Products  Sales  Corporation, 
a  Corporation,  Seagram,  Inc.,  a  Cor¬ 
poration,  and  Its  Subsidiaries:  Frank¬ 
fort  Distilleries,  Incorporated,  a 
Corporation,  and  Its  Subsidiary: 
Frankfort  Distillers  Corporation,  a 
Corporation,  Distillers  Warehouses, 
Inc.,  a  Corporation,  and  Its  Subsidiary : 
Paul  Jones  and  Company,  Inc.,  a 
Corporation,  William  Jameson  & 
Company,  Inc.,  a  Corporation,  Hunter - 
Wilson  Distilling  Co.,  Inc.,  a  Corpora¬ 
tion,  Gallagher  &  Burton,  Inc.,  a 
Corporation,  Carstairs  Bros.  Distilling 
Co.,  Inc.,  a  Corporation,  and  Its  Sub¬ 
sidiary:  Carstairs  Distillers  Corpora¬ 
tion,  a  Corporation,  The  Calvert 
Distillmg  Co.,  a  Corporation,  and  Its 
Subsidiaries:  Calvert  Distilleries  Cor¬ 
poration,  a  Corporation,  Julius  Kessler 
Distilling  Co.,  Inc.,  a  Corporation, 
Browne -Vintners  Co.,  Inc.,  a  Corpora¬ 
tion,  Distillers  Distributing  Corpora¬ 
tion,  a  Corporation,  Seagram  Sales 
Corporation,  a  Corporation,  Sea-Cal - 
Frank  Corporation,  a  Corporation,  The 
Pharma-Craft  Corporation,  a  Corpo¬ 
ration 

This  proceeding  was  instituted  by  com¬ 
plaint  which  charged  respondents  with 
the  use  of  unfair  methods  of  competition 
and/or  unfair  acts  and  practices  in  vio¬ 
lation  of  the  provisions  of  the  Federal 
Trade  Commission  Act. 

It  was  disposed  of,  subject  to  the  ex¬ 
ception  below  set  forth,  through  the  con¬ 
sent  settlement  procedure  provided  in 
Rule  V  of  the  Commission’s  rules  of 
practice,  as  announced  by  the  Commis¬ 
sion’s  “Notice”,  dated  March  8,  1954,  as 
follows; 

Counsel  supporting  the  complaint  hav¬ 
ing  stated  that  evidence  is  not  available 
to  support  the  allegations  of  the  com¬ 
plaint  other  than  those  covered  by  the 
consent  settlement  tendered  by  the  par¬ 
ties  in  this  proceeding,  a  copy  of  which 
is  served  herewith,  the  said  consent  set¬ 
tlement  was  accepted  by  the  Commission 
on  March  2,  1954  and  ordered  entered  of 
record  as  the  Commission’s  findings  as 
to  the  facts,1  conclusion,1  and  order  in 
disposition  of  this  proceeding. 

Said  order,  thus  entered  of  record, 
following  the  findings  as  to  the  facts  and 
conclusion,  reads  as  follows; 

It  is  ordered,  That  the  respondents, 
Joseph  E.  Seagram  &  Sons,  Inc.,  a  cor¬ 
poration,  Seagram  Distillers  Corporation, 
a  corporation,  Distillers  Products  Sales 
Corporation,  a  corporation,  Frankfort 
Distilleries,  Incorporated,  a  corporation, 
Frankfort  Distillers  Corporation,  a  cor¬ 
poration,  Paul  Jones  and  Company,  Inc., 
a  corporation,  Hunter-Wilson  Distilling 
Co.,  Inc.,  a  corporation,  Gallagher  & 
Burton,  Inc.,  a  corporation,  Carstairs 
Bros.  Distilling  Co.,  Inc.,  a  corporation, 
The  Calvert  Distilling  Co.,  a  corporation, 
Calvert  Distillers  Corporation,  a  corpor¬ 
ation,  Julius  Kessler  Distilling  Co.,  Inc., 


*  Filed  as  part  of  the  original  document. 


a  corporation,  and  Distillers  Distributing 
Corporation,  a  corporation,  directly  or 
indirectly,  through  their  officers,  agents, 
representatives  or  employees,  in  or  in 
connection  with  the  offering  for  sale, 
sale  or  distribution  in  commerce  between 
and  among  the  several  States  of  the 
United  States  and  in  the  District  of 
Columbia,  of  alcoholic  beverages,  do 
forthwith  cease  and  desist  from  entering 
into,  cooperating  in,  carrying  out  or 
continuing  any  combination,  conspiracy, 
cooperation  or  planned  common  course 
of  action  between  any  two  or  more  of  said 
respondents  engaged  in  competition  in 
the  sale  of  alcoholic  beverages  to  per¬ 
sons  other  than  those  owned  or  con¬ 
trolled  by  any  of  the  respondents,  or 
between  any  one  or  more  of  said  re¬ 
spondents  and  any  wholly  or  partly 
owned  subsidiary  or  affiliated  concern 
not  a  party  hereto,  engaged  in  competi¬ 
tion  in  the  sale  of  alcoholic  beverages  to 
persons  other  than  those  owned  or  con¬ 
trolled  by  any  of  the  respondents,  to  do 
or  perform  any  of  the  following  acts  or 
things : 

(1)  Raise,  fix,  stabilize  or  maintain 
prices; 

(2)  Discuss,  confer  or  exchange  infor¬ 
mation  for  the  purpose  or  with  the  effect 
of  establishing  or  maintaining  prices, 
terms  or  conditions  of  sale,  or  of  secur¬ 
ing  adherence  to  prices,  terms  or  condi¬ 
tions  of  sale; 

(3)  Exchange  information  with  or 
meet  with  any  retail  liquor  dealer  or  with 
any  representative  of  any  retail  liquor 
dealer  association,  or  others  for  the  pur¬ 
pose  or  with  the  effect  of  reaching  agree¬ 
ment  as  to  the  employment  of  any  re¬ 
sale  price  maintenance  contract  or  ar¬ 
rangement,  of  adjusting  or  increasing 
resale  prices  after  tax  rate  changes,  or  of 
reaching  agreement  as  to  the  use  of  any 
resale  price  maintenance  contract  or  ar¬ 
rangement  as  a  means  of  raising,  fixing, 
stabilizing  or  maintaining  prices; 

(4)  Use  common  directors  or  officers 
as  a  means  of  raising,  fixing,  stabilizing 
or  maintaining  prices ; 

(5)  Enter  into  any  resale  price  main¬ 
tenance  contract  or  arrangement,  or  po¬ 
lice,  enforce,  or  attempt  to  police  or  en¬ 
force  any  such  contract  or  arrangement. 

It  is  further  ordered.  That  each  of  the 
respondents,  directly  or  indirectly, 
through  its  officers,  agents,  representa¬ 
tives  or  employees,  do  forthwith  cease 
and  desist  from  effecting  or  maintaining 
any  condition,  agreement,  contract,  un¬ 
derstanding  or  arrangement,  express  or 
implied,  providing  that  any  distributor 
or  any  other  purchaser  shall  be  required 
to  give  notice  in  advance  of  dealing  in 
any  alcoholic  beverage  product  produced 
or  sold  by  any  competitor  or  competitors 
of  respondents. 

Provided,  That  nothing  herein  con¬ 
tained  shall  be  construed  to  limit  or 
otherwise  affect  any  right  with  respect 
to  resale  price  maintenance  contracts  or 
arrangements  which  any  of  the  respond¬ 
ents  may  have  under  section  5  of  the 
Federal  Trade  Commission  Act  as 
amended  by  the  McGuire  Act  (Public 
Law  542,  82d  Cong.,  Chap.  745,  Second 
Session,  Approved  July  14,  1952). 

Provided  further.  That  if,  as  a  result 
of  any  valid  statute  or  regulation  of  any 
state,  territory,  or  possession  or  subdivi- 
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sion  thereof,  adopted  pursuant  to  the 
Twenty-first  Amendment  to  the  Consti¬ 
tution  of  the  United  States,  relating  to 
the  offering  for  sale,  sale  or  distribution 
of  alcoholic  beverages,  respondents,  or 
any  of  them,  or  one  or  more  of  their 
wholly  or  partly  owned  subsidiaries  or 
affiliated  concerns,  as  a  condition  of 
doing  business  in  said  state,  territory, 
possession  or  subdivision  thereof,  engage 
in  acts  or  practices  which,  upon  a  prima 
facie  showing  on  the  record  herein  (not 
overcome  by  answer)  may  be  construed 
by  the  Federal  Trade  Commission  as  vio¬ 
lating  any  provision  of  the  foregoing 
order,  the  Commission  agrees  that  it  will 
reopen  this  order  solely  for  the  purpose 
of  determining  whether  to  alter,  modify 
or  set  aside  such  provision  and  that  it 
will  suspend  such  provision  of  this  order, 
pending  disposition  of  the  issue  as  to 
whether  such  provision  should  be  altered, 
modified  or  set  aside.  This  proviso  shall 
be  without  prejudice  to.  and  nothing 
herein  contained  shall  be  construed  to 
limit  or  otherwise  affect,  any  defense 
which  may  otherwise  be  available  to  any 
respondent,  in  any  proceeding  to  enforce 
the  foregoing  order  or  based  on  an  al¬ 
leged  violation  thereof. 

It  is  further  ordered,  That  Distillers 
Corporation-Seagrams,  Ltd.,  a  corpora¬ 
tion,  Seagram,  Inc.,  a  corporation.  Dis¬ 
tillers  Warehouses,  Inc.,  a  corporation, 
William  Jameson  &  Company,  Inc.,  a 
corporation,  Carstairs  Distillers  Corpora¬ 
tion,  a  corporation,  and  the  Pharma- 
Craft  Corporation,  a  corporation,  are 
hereby  dismissed  from  this  proceeding; 
such  dismissals  are  without  prejudice. 

It  is  further  ordered.  That  Seagram 
Sales  Corporation,  a  corporation,  Sea- 
Cal-Frank  Corporation,  a  corporation, 
and  Browne- Vintners  Co.,  Inc.,  a  corpo¬ 
ration,  are  hereby  dismissed  from  this 
proceeding.  Provided,  however.  That  the 
dismissal  of  these  three  corporations  is 
without  prejudice  and  is  not  to  be  con¬ 
strued  in  any  sense  as  exempting  said 
corporations  from  the  application  of  any 
of  the  provisions  of  the  order  to  cease  and 
desist  as  are  applicable  to  any  concern 
wholly  or  partly  owned  or  controlled  by 
or  affiliated  with  any  one  or  more  of  the 
respondents  herein. 

It  is  further  ordered,  That  the  respond¬ 
ents  shall,  within  twelve  months  after  the 
service  upon  them  of  this  order,  file  with 
the  Commission  a  report  in  writing  set¬ 
ting  forth  in  detail  the  manner  and  form 
in  which  they  have  complied  w?ith  this 
order. 

Issued:  March  8,  1954. 

By  direction  of  the  Commission. 

[seal]  Alex.  Akerman,  Jr., 

Secretary. 

JP.  R.  Doc.  54-2104;  Plied,  Mar.  24,  1954; 

8:52  a.  m.J 


(Docket  6048] 

Part  3 — Digest  of  Cease  and  Desist 
Orders 

SCHENLEY  INDUSTRIES,  INC.,  ET  AL. 

Subpart — Combining  or  conspiring: 
§  3.410  To  eliminate  or  restrain  competi¬ 
tion  in  conspirators’  goods;  S  3.425  To 


enforce  or  bring  about  resale  price  main¬ 
tenance;  §  3.430  To  enhance,  maintain  or 
unify  prices.  Subpart — Maintaining  re¬ 
sale  prices:  §  3.1130  Contracts  and  agree¬ 
ments.  In  or  in  connection  with  the 
offering  for  sale,  sale,  or  distribution  in 
commerce  of  alcoholic  beverages,  and  on 
the  part  of  respondent  Schenley  Indus¬ 
tries,  Inc.,  and  four  other  corporations, 
entering  into,  cooperating  in,  carrying 
out  or  continuing  any  combination,  con¬ 
spiracy,  cooperation  or  planned  common 
course  of  action  between  any  two  or  more 
of  sale  respondents  engaged  in  compe¬ 
tition  in  the  sale  of  alcoholic  beverages 
to  persons  other  than  those  owned  or 
controlled  by  any  of  the  respondents,  or 
between  any  one  or  more  of  said  re¬ 
spondents  and  any  wholly  or  partly 
owned  subsidiary  or  affiliated  concern  not 
a  party,  engaged  in  competition  in  the 
sale  of  alcoholic  beverages  to  persons 
other  than  those  owned  or  controlled  by 
any  of  the  respondents,  to  (1)  raise,  fix, 
stabilize,  or  maintain  prices;  (2)  discuss, 
confer  or  exchange  information  for  the 
purpose  or  with  the  effect  of  establishing 
or  maintaining  prices,  terms  or  condi¬ 
tions  of  sale,  or  of  securing  adherence  to 
prices,  terms,  or  conditions  of  sale;  (3) 
exchange  information  with  or  meet  with 
any  retail  liquor  dealer  or  with  any  rep¬ 
resentative  of  any  retail  liquor  dealer 
association,  or  others  for  the  purpose  or 
with  the  effect  of  reaching  agreement  as 
to  the  employment  of  any  resale  price 
maintenance  contract  or  arrangement, 
of  adjusting  or  increasing  resale  prices 
after  tax  rate  changes,  or  of  reaching 
agreement  as  to  the  use  of  any  resale 
price  maintenance  contract  or  arrange¬ 
ment  as  a  means  of  raising,  fixing,  sta¬ 
bilizing,  or  maintaining  prices;  (4)  use 
common  directors  or  officers  as  a  means 
of  raising,  fixing,  stabilizing,  or  main¬ 
taining  prices;  and  (5)  enter  into  any  re¬ 
sale  price  maintenance  contract  or  ar¬ 
rangement,  or  police,  enforce,  or  attempt 
to  police  or  enforce  any  such  contract  or 
arrangement;  prohibited,  subject  to  the 
provision,  however,  that  nothing  con¬ 
tained  in  the  order  shall  be  construed  to 
limit  or  otherwise  affect  any  right  with 
respect  to  resale  price  maintenance  con¬ 
tracts  or  arrangements  which  any  of  the 
respondents  may  have  under  section  5  of 
the  Federal  Trade  Commission  Act  as 
amended  by  the  McGuire  Act  (Public  Law 
542,  82d  Cong.,  Chap.  745,  2d  Sess.,  Ap¬ 
proved  July  14,  1952) ;  and  subject  to  the 
further  proviso  that  if  as  a  result  of  any 
valid  statute  or  regulation  of  any  State, 
Territory,  or  possession  or  subdivision 
thereof,  adopted  pursuant  to  the  Twenty- 
first  Amendment  to  the  Constitution  of 
the  United  States,  relating  to  the  offer¬ 
ing  for  sale,  sale,  or  distribution  of  alco¬ 
holic  beverages,  respondents,  or  any  of 
them  or  one  or  more  of  their  wholly  or 
partly  owned  subsidiaries  or  affiliated 
concerns,  as  a  condition  of  doing  busi¬ 
ness  in  said  state,  territory,  possession, 
or  subdivision  thereof,  engage  in  acts  or 
practices  which,  upon  a  prima  facie 
showing  on  the  record  (not  overcome  by 
answer)  may  be  construed  by  the  Fed¬ 
eral  Trade  Commission  as  violating  any 
provision  of  the  foregoing  order,  the 
Commission  agrees  that  it  will  reopen  the 
order  solely  for  the  purpose  of  determin¬ 
ing  whether  to  alter,  modify,  or  set  aside 


such  provision  and  that  it  will  suspend 
such  provision  of  the  order,  pending  dis¬ 
position  of  the  issue  as  to  whether  such 
provision  should  be  altered,  modified,  or 
set  aside,  it  being  further  provided  in  the 
aforesaid  connection  that  said  proviso 
shall  be  without  prejudice  to,  and  that 
nothing  therein  contained  shall  be  con¬ 
strued  to  limit  or  otherwise  affect,  any 
defense  which  might  otherwise  be  avail¬ 
able  to  any  respondent  in  any  proceeding 
to  enforce  the  foregoing  order  or  based 
on  an  alleged  violation  thereof. 

(Sec.  6,  38  Stat.  722;  15  U.  S.  C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719;  15  U.  S.  C.  45) 
(Cease  and  desist  order,  Schenley  Indus¬ 
tries,  Inc.,  et  al..  New  York,  N.  Y.,  Docket  6048, 
Mar.  2,  1954] 

In  the  Matter  of  Schenley  Industries, 
Inc.,  and  the  following  of  Its  Subsid¬ 
iaries:  Schenley  Distillers,  Inc.,  a  Cor¬ 
poration,  Schenley  Distributors,  Inc., 
a  Corporation,  Melrose  Distillers,  Inc., 
a  Corporation,  Gibson  Distillers,  Inc.,  a 
Corporation,  The  Straight  Whiskey 
Distilling  Company  of  America,  a  Cor¬ 
poration,  Three  Feathers  Distributors, 
Inc.,  a  Corporation,  Brandy  Distillers 
Corporation,  a  Corporation,  Bernheim 
Distilling  Co.,  a  Corporation 

This  proceeding  was  instituted  by  com¬ 
plaint  which  charged  respondents  with 
the  use  of  unfair  methods  of  competition 
and/or  unfair  acts  and  practices  in  vio¬ 
lation  of  the  provisions  of  the  Federal 
Trade  Commission  Act. 

It  was  disposed  of,  subject  to  the  ex¬ 
ception  below  set  forth,  through  the  con¬ 
sent  settlement  procedure  provided  in 
Rule  V  of  the  Commission’s  rules  of 
practice,  as  announced  by  the  Commis¬ 
sion’s  “Notice”,  dated  March  8,  1954,  as 
follows : 

Counsel  supporting  the  complaint 
having  stated  that  evidence  is  not  avail¬ 
able  to  support  the  allegations  of  the 
complaint  other  than  those  covered  by 
the  consent  settlement  tendered  by  the 
parties  in  this  proceeding,  a  copy  of 
which  is  served  herewith,  the  said  con¬ 
sent  settlement  was  accepted  by  the 
Commission  on  March  2,  1954,  and 
ordered  entered  of  record  as  the  Com¬ 
mission’s  findings  as  to  the  facts,1  con¬ 
clusion,1  and  order  in  disposition  of  this 
proceeding. 

Said  order,  thus  entered  of  record,  fol¬ 
lowing  the  findings  as  to  the  facts  and 
conclusion,  reads  as  follows: 

It  is  ordered.  That  the  respondents, 
Schenley  Industries,  Inc.,  a  corporation, 
Schenley  Distillers,  Inc.,  a  corporation, 
Schenley  Distributors,  Inc.,  a  corpora¬ 
tion,  Melrose  Distillers,  Inc.,  a  corpora¬ 
tion,  and  Brandy  Distillers  Corporation, 
a  corporation,  directly  or  indirectly, 
through  their  officers,  agents,  repre¬ 
sentatives  or  employees,  in  or  in  con¬ 
nection  with  the  offering  for  sale,  sale 
or  distribution  in  commerce  between  and 
among  the  several  States  of  the  United 
States  and  in  the  District  of  Columbia, 
of  alcoholic  beverages,  do  forthwith 
cease  and  desist  from  entering  into,  co¬ 
operating  in,  carrying  out  or  continuing 
any  combination,  conspiracy,  coopera¬ 
tion  or  planned  common  course  of  action 


1  Filed  as  part  of  the  original  document. 
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between  any  two  or  more  of  said  re¬ 
spondents  engaged  in  competition  in  the 
sale  of  alcoholic  beverages  to  persons 
other  than  those  owned  or  controlled  by 
any  of  the  respondents,  or  between  any 
one  or  more  of  said  respondents  and  any 
wholly  or  partly  owned  subsidiary  or 
affiliated  concern  not  a  party  hereto, 
engaged  in  competition  in  the  sale  of 
alcoholic  beverages  to  persons  other  than 
those  owned  or  controlled  by  any  of  the 
respondents,  to  do  or  perform  any  of  the 
following  acts  or  things : 

(1)  Raise,  fix,  stabilize  or  maintain 
prices ; 

(2)  Discuss,  confer  or  exchange  in¬ 
formation  for  the  purpose  or  with  the 
effect  of  establishing  or  maintaining 
prices,  terms  or  conditions  of  sale,  or  of 
securing  adherence  to  prices,  terms  or 
conditions  of  sale; 

(3)  Exchange  information  with  or 
meet  with  any  retail  liquor  dealer  or  with 
any  representative  of  any  retail  liquor 
dealer  association,  or  others  for  the  pur¬ 
pose  or  with  the  effect  of  reaching  agree¬ 
ment  as  to  the  employment  of  any  resale 
price  maintenance  contract  or  arrange¬ 
ment,  of  adjusting  or  increasing  resale 
prices  after  tax  rate  changes,  or  of 
reaching  agrement  as  to  the  use  of  any 
resale  price  maintenance  contract  or  ar¬ 
rangement  as  a  means  of  raising,  fixing, 
stabilizing  or  maintaining  prices ; 

(4)  Use  common  directors  or  officers 
as  a  means  of  raising,  fixing,  stabilizing, 
or  maintaining  prices; 

(5)  Enter  into  any  resale  price  main¬ 
tenance  contract  or  arrangement,  or 
police,  enforce,  or  attempt  to  police  or 
enforce  any  such  contract  or  arrange¬ 
ment. 

Provided,  That  nothing  herein  con¬ 
tained  shall  be  construed  to  limit  or 
otherwise  affect  any  right  with  respect 
to  resale  price  maintenance  contracts  or 
arrangements  which  any  of  the  respond¬ 
ents  may  have  under  section  5  of  the 
Federal  Trade  Commission  Act  as 
amended  by  the  McGuire  Act  (Public 
Law  542,  82d  Cong.,  Chap.  745,  2d  Sess., 
Approved  July  14,  1952). 

Provided  further.  That  if  as  a  result 
of  any  valid  statute  or  regulation  of  any 
state,  territory  or  possession  or  subdi¬ 
vision  thereof,  adopted  pursuant  to  the 
Twenty-first  Amendment  to  the  Consti¬ 
tution  of  the  United  States,  relating  to 
the  offering  for  sale,  sale  or  distribution 
of  alcoholic  beverages,  respondents,  or 
any  of  them  or  one  or  more  of  their 
wholly  or  partly  owned  subsidiaries  or 
affiliated  concerns,  as  a  condition  of  do¬ 
ing  business  in  said  state,  territory,  pos¬ 
session  or  subdivision  thereof,  engage  in 
acts  or  practices  which,  upon  a  prima 
facie  showing  on  the  record  herein  (not 
overcome  by  answer)  may  be  construed 
by  the  Federal  Trade  Commission  as  vio¬ 
lating  any  provision  of  the  foregoing 
order,  the  Commission  agrees  that  it  will 
reopen  this  order  solely  for  the  purpose 
of  determining  whether  to  alter,  modify 
or  set  aside  such  provision  and  that  it 
will  suspend  such  provision  of  this  order. 
Pending  disposition  of  the  issue  as  to 
whether  such  provision  should  be  al¬ 
tered,  modified  or  set  aside.  This  pro¬ 
viso  shall  be  without  prejudice  to,  and 
nothing  herein  contained  shall  be  con¬ 


strued  to  limit  or  otherwise  affect,  any 
defence  which  may  otherwise  be  avail¬ 
able  to  any  respondent  in  any  proceeding 
to  enforce  the  foregoing  order  or  based 
on  an  alleged  violation  thereof. 

It  is  further  ordered.  That  Bernheim 
Distilling  Co.,  a  corporation,  is  hereby 
dismissed  from  this  proceeding. 

It  is  further  ordered.  That  Gibson 
Distillers,  Inc.,  a  corporation,  The 
Straight  Whiskey  Distilling  Company  of 
America,  a  corporation,  and  Three 
Feathers  Distributors,  Inc.,  a  corpora¬ 
tion,  are  hereby  dismissed  from  this 
proceeding.  Provided,  however.  That 
the  dismissal  of  these  three  corporations 
is  without  prejudice  and  is  not  to  be 
construed  in  any  sense  as  exempting 
said  corporations  from  the  application 
of  any  of  the  provisions  of  the  order 
to  cease  and  desist  as  are  applicable  to 
any  concern  wholly  or  partly  owned  or 
controlled  by  or  affiliated  writh  any  one 
or  more  of  the  respondents  herein. 

It  is  further  ordered,  That  the  re¬ 
spondents  shall,  within  twelve  months 
after  the  service  upon  them  of  this  or¬ 
der,  file  with  the  Commission  a  report 
in  writing  setting  forth  in  detail  the 
manner  and  form  in  which  they  have 
complied  with  this  order. 

Issued:  March  8,  1954. 

By  direction  of  the  Commission. 

[seal]  Alex.  Akerman,  Jr., 

Secretary. 

[P.  R.  Doc.  54-2105;  Piled,  Mar.  24.  1954; 

8:53  a.  m.] 

TITLE  26—  INTERNAL  REVENUE 

Chapter  I — Internal  Revenue  Service, 
Department  of  the  Treasury 
Subchapter  A — Income  and  Excess  Profits  Taxes 

IT.  D.  6065,  Regs.  130] 

Part  40 — Excess  Profits  Tax;  Taxable 

Years  Ending  After  June  30,  1950 

treatment  of  taxpayer’s  liability  for 

INCOME  AND  EXCESS  PROFITS  TAX  FOR  PUR¬ 
POSE  OF  DETERMINING  EQUITY  AND 

EQUITY  INVESTED  CAPITAL 

On  December  13,  1952,  notice  of  pro¬ 
posed  rule  making  to  amend  Regulations 
130  (26  CFR  Part  40)  with  respect  to  the 
accrual  of  income  and  excess  profits  tax 
liability  for  the  purpose  of  determining 
equity  capital  under  section  437  (c)  of 
the  Internal  Revenue  Code  and  equity 
invested  capital  under  section  458  (d) 
of  the  Internal  Revenue  Code  was  pub¬ 
lished  in  the  Federal  Register  (17  F.  R. 
11350).  After  consideration  of  all  rele¬ 
vant  matter  presented  by  interested  per¬ 
sons  regarding  the  rules  proposed,  the 
amendments  to  Regulations  130  set  forth 
below  are  hereby  adopted. 

Paragraph  1.  Section  40.437-5,  as 
amended  by  Treasury  Decision  5952,  ap¬ 
proved  December  2,  1952,  is  further 
amended  by  redesignating  paragraph 
“(c)”  of  such  section  as  paragraph  “(c) 
(1)”,  and  by  adding  at  the  end  thereof 
the  following: 

(2)  In  computing  liabilities  as  of  the 
beginning  of  the  taxable  year,  a  tax¬ 
payer  keeping  its  books  and  making  its 


income  tax  returns  on  the  accrual  basis 
shall,  in  accordance  with  the  principles 
applicable  in  the  determination  of  earn¬ 
ings  and  profits,  treat  as  a  liability  the 
Federal  income  and  excess  profits  taxes 
imposed  for  the  preceding  taxable  year. 
This  rule  is  applicable  whether  or  not 
such  taxes  were  definite  and  ascertain¬ 
able  in  amount  at  the  close  of  the  pre¬ 
ceding  year  and  whether  or  not  such 
taxes  were  contested  by  the  taxpayer. 
The  provisions  of  the  Excess  Profits  Tax 
Act  of  1950  shall  be  taken  into  account 
for  this  purpose  in  determining  the  in¬ 
come  and  excess  profits  tax  for  taxable 
years  ending  after  June  30,  1950.  In 
general,  changes  in  the  Federal  income 
and  excess  profits  tax  laws  applicable 
to  a  taxable  year,  enacted  after  the  close 
of  such  year,  will  be  taken  into  account 
in  determining  liabilities  if  the  last  date 
prescribed  for  filing  the  return  for  such 
year  is  subsequent  to  the  date  of  enact¬ 
ment  of  such  changes. 

Par.  2.  Section  40.458-4  is  amended 
by  striking  the  fourth  sentence  of  (a) 
(1)  and  by  inserting  in  lieu  thereof  the 
following:  “In  computing  accumulated 
earnings  and  profits  as  of  the  beginning 
of  the  taxable  year,  a  taxpayer  keeping 
its  books  and  making  its  income  tax 
returns  on  the  accrual  basis  shall,  in 
accordance  with  the  principles  applicable 
in  the  determination  of  earnings  and 
profits,  subtract  the  Federal  income  and 
excess  profits  taxes  imposed  for  the  pre¬ 
ceding  taxable  year.  This  rule  is  ap¬ 
plicable  whether  or  not  such  taxes  were 
definite  and  ascertainable  in  amount  at 
the  close  of  the  preceding  year  and 
whether  or  not  such  taxes  were  con¬ 
tested  by  the  taxpayer.  The  provisions 
of  the  Excess  Profits  Tax  Act  of  1950 
shall  be  taken  into  account  for  this  pur¬ 
pose  in  determining  the  income  and 
excess  profits  tax  for  taxable  years  end¬ 
ing  after  June  30,  1950.  In  general, 
changes  in  the  Federal  income  and  ex¬ 
cess  profits  tax  laws  applicable  to  a  tax¬ 
able  year,  enacted  after  the  close  of  such 
year,  will  be  taken  into  account  in  deter¬ 
mining  earnings  and  profits  if  the  last 
date  prescribed  for  filing  the  return  for 
such  year  is  subsequent  to  the  date  of 
enactment  of  such  changes.” 

(53  Stat.  32,  467;  26  U.  S.  C.  62,  3791) 

TsealI  T.  Coleman  Andrews, 

Commissioner  of  Internal  Revenue. 

Approved:  March  19,  1954. 

M.  B.  Folsom, 

Acting  Secretary  of  the  Treasury. 

IF.  R.  Doc.  54-2095;  Filed,  Mar.  24,  1954; 

8:49  a.  m.| 

TITLE  32— NATIONAL  DEFENSE 

Chapter  XIV — The  Renegotiation 
Board 

Subchapter  B — Renegotiation  Board  Regulations 
Under  the  1951  Act 

Part  1471 — Assignment  of  Contractors 
for  Renegotiation 

how  assignment  is  made 

Section  1471.2  How  assignment  is  made 
is  amended  by  deleting  paragraph  (d)  in 
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RULES  AND  REGULATIONS 


Its  entirety  and  inserting  in  lieu  thereof 
the  following: 

(d>  Except  in  cases  governed  by  para¬ 
graph  (e)  of  this  section,  with  respect 
to  contractors  whose  receipts  or  accruals 
are  wholly  or  predominantly  under  sub¬ 
contracts  described  in  section  103  (g) 
(3)  of  the  act,  a  Class  A  case  will  gener¬ 
ally  be  one  in  which  the  contractor  re¬ 
ports  on  the  Standard  Form  of  Contrac¬ 
tor’s  Report  that  its  aggregate  of  such 
receipts  or  accruals  is  $50,000  or  more 
and  a  Class  B  case  will  be  one  in  which 
the  contractor  reports  on  the  Standard 
Form  of  Contractor’s  Report  that  its 
aggregate  of  such  receipts  or  accruals  is 
less  than  $50,000.  Cases  assigned  on  and 
after  March  25,  1954,  will  be  designated 
in  accordance  with  the  preceding  sen¬ 
tence  ;  cases  previously  assigned  will 
generally  be  redesignated  in  accordance 
therewith  upon  request  of  a  Regional 
Board  if  not  already  concluded  by  clear¬ 
ance  notice,  agreement  or  order,  and 
if  such  redesignation  is  otherwise 
expedient. 

(e)  Notwithstanding  the  foregoing,  to 
facilitate  concurrent  renegotiation  of 
members  of  affiliated  or  related  groups 
when  not  consolidated  (see  §  1464.10  of 
this  subchapter),  renegotiate  members 
of  any  such  group  will  generally  all  be 
designated  at  the  time  of  assignment  as 
Class  A  or  Class  B  cases  according  to  the 
proper  designation  of  the  member  hav¬ 
ing  the  largest  amount  of  profits  from 
subject  contracts  for  the  fiscal  year  un¬ 
der  review.  This  paragraph  shall  not 
apply  when  the  members  of  the  group 
have  differing  fiscal  years. 

(f)  Any  case  initially  designated  as  a 
Class  A  or  a  Class  B  case  according  to  the 
amounts  reported  on  the  Standard  Form 
of  Contractor's  Report  may,  but  will  not 
necessarily,  be  redesignated  if  further 
information  developed  after  assignment 
establishes  that  the  contractor’s  renego- 
tiable  profits,  or  its  renegotiable  receipts 
or  accruals,  as  the  case  may  be,  are  suf¬ 
ficiently  larger  or  smaller  than  the 
amount  reported,  to  make  such  redesig¬ 
nation  appropriate. 

(Sec.  109,  65  Stat.  22;  50  U.  S.  C.  App.  Sup. 
1219) 

Dated:  March  18,  1954. 

George  C.  McConnaughey, 

Chairman. 

JF.  R.  Doc.  54-2089;  Filed,  Mar.  24.  1954; 

8:48  a.  m.J 


Part  1498 — Forms  Relating  to 
Agreements  and  Orders 

VARIATIONS  IN  FORM  OF  RENEGOTIATION 
AGREEMENT 

Section  1498.2  (g)  is  amended  by  de¬ 
leting  in  its  entirety  the  agreement 
clause  set  forth  in  subparagraph  (2)  and 
inserting  in  lieu  thereof  the  following: 

It  has  been  determined  that  the  Contrac¬ 
tor  may  realize  additional  profits  not  exceed¬ 
ing  the  sum  of _ - 

(Margin  to  clearance  level) 
($ _ „_)  Dollars  without  in¬ 

curring  any  liability  for  excessive  profits  for 
th?  fiscal  year  under  review.  In  the  event 
that  it  is  finally  determined  that  the  aggre¬ 
gate  liability  of  the  Contractor  to  the  Gov¬ 
ernment  pursuant  to  the  price  adjustment 
provisions  aforesaid,  allocable  to  the  fiscal 
year  under  review,  exceeds  the  aggregate  lia¬ 
bility  of  the  Government  to  the  Contractor 
pursuant  thereto,  and  if  such  net  liability  of 
the  Contractor  to  the  Government  is  less 
than  the  amount  of  the  reserve  hereinabove 
described,  the  difference  between  such  two 
amounts  shall  represent  the  unused  portion 
of  the  reserve,  and  the  Contractor  agrees 
that  the  amount  by  which  the  unused  por¬ 
tion  of  the  reserve  exceeds  said  sum  of 

- - - -  (» - ) 

(Repeat  amount  last  above  stated) 

Dollars  shall  be  deemed  to  be  additional 
profits  to  be  eliminated  pursuant  to  the  Act, 
and  the  Contractor  agrees  that  it  will  pay 
to  the  Government  an  amount  equal  to  the 
difference  between  the  amount  of  any  such 
additional  profits  and  the  amount  of  the  tax 
credit,  if  any,  provided  by  section  3806  of 
the  Internal  Revenue  Code. 

(Sec.  109,  65  Stat.  22;  50  U.  S.  C.  App.  Sup. 
1219) 

Dated;  March  19,  1954. 

George  C.  McConnaughey, 
Chairman. 

(F.  R.  Doc.  54-2090;  Filed,  Mar.  24,  1954; 
8*48  a.  m.] 


TITLE  39— POSTAL  SERVICE 

Chapter  I — Post  Office  Department 

Part  50 — City  Delivery 

Part  52 — Rural  Delivery 

MISCELLANEOUS  AMENDMENTS 

a.  In  §  50.23  Private  mail  receptacles 
(19  F.  R.  558),  insert  the  following  as 
the  third  sentence  of  paragraph  (b) : 
“Carriers  are  not  required  to  deliver 


ordinary  mail  other  than  parcel  post 
above  the  first  floor." 

(R.  S.  161,  396,  secs.  304,  309,  42  Stat.  24. 
25;  5  U.  S.  C.  22,  369) 

b.  Section  52.68  Rural  stations  is 
amended  to  read  as  follows: 

§  52.68  Rural  stations.  Rural  sta¬ 
tions  shall  be  established  and  maintained 
when  considered  necessary  to  facilitate 
the  transaction  of  postal  business  in 
communities  where  a  considerable  num¬ 
ber  of  people  would  be  seriously  incon¬ 
venienced  if  required  to  transact  postal 
business  with  rural  carriers  or  star  route 
carriers  only,  and  where  it  is  deemed 
inadvisable  to  establish  post  offices. 

c.  In  §  52.78  Patrons’  boxes  amend 
paragraph  (b)  to  read  as  follows: 

(b)  Copies  of  specifications  obtain¬ 
able.  Copies  of  the  specifications  and 
drawings  which  may  be  used  for  guidance 
in  the  manufacture  of  standard  mail 
boxes  may  be  obtained  on  application  to 
the  Assistant  Postmaster  General,  Bu¬ 
reau  of  Post  Office  Operations. 

d.  In  §  52.80  Manufacture  and  sale  of 
boxes  make  the  following  changes: 

1.  Amend  paragraph  (a)  to  read  as 
follows: 

(a)  Approval  required.  Individuals, 
firms  or  companies  proposing  to  manu¬ 
facture  rural  delivery  mail  boxes  for  sale 
shall  submit  to  the  Assistant  Postmaster 
General.  Bureau  of  Post  Office  Opera¬ 
tions,  Division  of  Post  Office  Services,  a 
full-sized  sample  box  for  examination. 
If  the  sample  is  approved,  the  manufac¬ 
ture  and  sale  of  the  box  will  be  author¬ 
ized  on  condition  that  the  manufacturer 
shall  emboss  or  stamp  in  a  conspicuous 
place  on  each  box  the  words  “Approved 
by  the  Postmaster  General”,  and,  incon¬ 
spicuously,  the  name  of  the  manufac¬ 
turer. 

2.  Amend  the  list  of  concerns  in  para¬ 
graph  (c)  by  changing  “American  Sheet 
Metal  Works,  Post  Office  Box  547,  New 
Orleans  1,  La."  to  read  “American  Metal 
Works,  Inc.,  Post  Office  Box  547,  New  Or¬ 
leans  1,  La.". 

(R.  S  161,  396;  secs.  304,  309,  42  Stat.  24,  25; 
5  U.  S.  C.  22,  369) 

[seal]  Abe  McGregor  Goff, 

Solicitor. 

[F.  R.  Doc.  54-2106;  Filed,  Mar.  24,  1954; 

8:53  a.  m.J 


PROPOSED  RULE  MAKING 


DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 
I  7  CFR  Part  965  1 

[Docket  No.  AO-166-A18-R02] 

Handling  Milk  in  the  Cincinnati,  Ohio, 
Marketing  Area 

decision  with  respect  to  a  proposed 

MARKETING  AGREEMENT  AND  A  PROPOSED 
ORDER  AMENDING  THE  ORDER,  AS  AMENDED 

Pursuant  to  the  provisions  of  the  Agri¬ 
cultural  Marketing  Agreement  Act  of 


1937,  as  amended  (7  U.  S.  C.  601  et  seq.V, 
and  the  applicable  rules  of  practice  and 
procedure  governing  the  formulation  of 
marketing  agreements  and  marketing 
orders  (7  CFR  Part  900),  a  public  hear¬ 
ing  was  conducted  at  Cincinnati,  Ohio, 
on  March  8,  1954,  pursuant  to  notice 
thereof  issued  on  March  1,  1954  (19  F.  R. 
1220). 

The  hearing  conducted  on  March  8, 
1954,  was  a  second  reopening  of  a  hearing 
begun  in  October  1953.  The  material 
issues  of  record  related  to  several  aspects 
of  the  regulation  in  effect.  Previous  de¬ 


cisions  on  the  record  have  dealt  with 
certain  of  these ‘issues  and  several  other 
issues  are  reserved  for  further  considera¬ 
tion.  This  decision  covers  only  the  ques¬ 
tions  of  (1)  reconsideration  of  the 
seasonal  application  of  the  Class  III  and 
Class  IV  price  formulas  and  revision  of 
the  butterfat  differentials  applicable  in 
pricing  Class  III  and  Class  IV  milk  to 
handlers,  and  (2)  adoption  of  a  service 
charge  applicable  to  milk  handled  for  the 
account  of  a  bargaining  cooperative  as 
the  result  of  the  refusal,  or  release,  of 
such  milk  by  a  proprietary  handler.  K 
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is  determined  that  emergency  action  is 
required  on  these  issues.  It  is  concluded 
that  the  remaining  issues,  including  the 
consideration  of  butterfat  differentials 
applicable  in  pricing  Class  I  and  Class  II 
milk  and  in  making  payments  to  pro¬ 
ducers,  should  not  be  decided  under 
emergency  procedure  and  should  not 
delay  action  on  the  issues  dealt  with 
herein.  Decision  on  such  remaining  is¬ 
sues  therefore  is  reserved  to  a  later  date. 

Rules  on  proposed  findings  and  con¬ 
clusions.  Briefs  were  filed  on  the  record. 
Such  briefs  contained  proposed  findings 
and  conclusions  with  respect  to  the 
issues  under  consideration  herein.  To 
the  extent  that  the  findings  and  conclu¬ 
sions  of  this  decision  are  at  variance 
with  such  proposed  findings  and  conclu¬ 
sions,  the  request  to  make  such  findings 
and  conclusions  is  hereby  denied. 

Findings  and  conclusions.  The  follow¬ 
ing  findings  and  conclusions  on  the 
issues  decided  herein  are  hereby  made 
upon  the  basis  of  the  record  of  the 
hearing  : 

(1)  The  application  of  the  price  for¬ 
mulas  for  Class  III  and  Class  IV  milk 
should  be  further  modified.  The  butter- 
fat  differentials  for  Class  III  and  Class 
IV  milk  should  be  revised. 

As  the  result  of  the  first  reopening  of 
the  hearing  on  January  28  and  29,  1954, 
the  Class  III  and  Class  IV  price  formulas 
were  modified,  effective  March  1,  1954, 
with  the  results  that  (1)  the  Class  III 
price  level  was  reduced  17.5  cents,  and 
(2)  the  Class  IV  price  level  was  made 
the  same  as  that  of  Class  III  milk.  These 
revisions  were  to  be  effective  for  the 
months  of  March  through  July  1954  only. 

At  the  reopening  of  the  hearing  on 
March  8  the  bargaining  cooperatives  in 
the  market  testified  that  handlers  are 
not  willing  to  accept  milk  for  Class  III 
and  Class  IV  uses  at  the  modified  price 
levels  for  such  classes  and  are  turning 
back  substantial  quantities  of  milk  to 
such  cooperatives  to  be  disposed  of  at 
whatever  price  the  cooperatives  are  able 
to  obtain  through  disposal  to  unregu¬ 
lated  plants.  In  accepting  milk  for  such 
disposal  the  cooperatives  are  required  to 
take  the  milk  on  their  account  and  to  pay 
into  the  “producer-settlement  fund”  the 
minimum  price  set  by  the  order  for  the 
class  of  use  if  the  milk  involved  is  to  re¬ 
main  in  the  market  pool  and  receive  the 
price  benefits  of  the  order.  It  was  testi¬ 
fied  that  during  February  and  the  early 
part  of  March  milk  was  so  handled  by 
the  cooperatives  at  substantial  loss,  at 
times  exceeding  90  cents  per  hundred¬ 
weight. 

Record  data  indicate  that  in  the  flush 
production  months  of  1953  the  total 
volume  of  Class  III  and  Class  IV  milk 
was  more  than  twice  that  disposed  of 
in  such  classes  in  1950.  Except  for  a 
brief  period  of  drought  last  fall,  pro¬ 
duction  in  recent  months  has  continued 
at  a  high  level  in  relation  to  the  cor¬ 
responding  month  of  the  preceding  year. 
It  appears  that  the  volume  of  producer 
milk  to  be  disposed  of  in  Class  III  and 
Class  IV  uses  during  the  spring  and 
summer  of  1954  will  be  the  largest  in 
the  history  of  the  market. 

It  is  concluded  that  in  the  interest 
of  orderly  marketing  the  price  level  ap¬ 


plicable  to  the  reserve  supply  of  pro¬ 
ducer  milk  in  the  months  of  seasonally 
heavy  production  in  1954  should  be  re¬ 
duced  in  relation  to  both  the  prices 
which  resulted  from  the  Class  III  and 
Class  IV  price  formulas  during  the  re¬ 
cent  fall  and  winter  months  and  those 
in  effect  during  the  flush  production 
months  of  last  year.  It  should  be  noted, 
however,  that  Class  III  milk  under  the 
Cincinnati  order  consists  of  milk  utilized 
for  some  products  which  do  not  require 
inspected  milk  and  for  certain  other 
products  which  do  require  such  milk. 
Ice  cream  manufacture  is  among  the 
most  important  outlets  for  milk  in  the 
class  and  if  the  resulting  ice  cream  is  to 
be  sold  within  the  city  of  Cincinnati  it 
must  be  produced  from  inspected  milk. 
A  similar  situation  may  be  said  to  exist 
with  respect  to  cottage  cheese,  eggnog 
and  whipped  cream.  Thus,  a  reduction 
in  price  to  the  same  level  as  other  Class 

III  milk  under  emergency  conditions 
during  the  flush  production  period 
would  tend  to  underprice  milk  needed 
for  ice  cream  and  such  other  products 
requiring  inspected  milk  which  repre¬ 
sent  important  dispositions  of  Class  III 
milk. 

Milk  which  is  handled  on  a  “distress” 
basis  is  usually  picked  up  at  city  plants 
and  transported  to  manufacturing  plants 
from  80  to  100  miles  from  Cincinnati. 
The  processing  facilities  available  at 
distributing  plants  in  the  marketing  area 
are  confined  largely  to  the  manufacture 
of  ice  cream,  and  thus  reserve  milk  above 
the  total  quantity  needed  for  this  pur¬ 
pose  must  be  transported  to  country 
locations  for  manufacture.  In  many  in¬ 
stances  it  is  not  practicable  to  divert 
milk  on  farm  hauling  routes  toi  manu¬ 
facturing  plants  prior  to  its  receipt  at 
the  city.  When  so  moved  to  country  lo¬ 
cations  milk  is  manufactured  into  such 
products  as  butter,  nonfat  dry  milk  solids 
and  cheese.  The  record  indicates  that 
the  cost  of  transporting  the  milk  to  man¬ 
ufacturing  outlets  approximates  25  cents 
per  hundredweight.  In  order  to  provide 
incentive  for  the  handling  of  extra  re¬ 
serve  milk  this  spring  in  view  of  the  gen¬ 
erally  high  production  of  milk  at  plants 
the  Cincinnati  milkshed  and  in  the  State 
of  Ohio  as  a  whole,  the  Class  HI  and 
Class  IV  price  formulas  should  be  modi¬ 
fied  to  provide  somewhat  more  liberal 
allowances  for  handling  during  a  tempo¬ 
rary  period.  Quite  as  important  to  this 
problem  as  the  level  of  Class  III  and  Class 

IV  prices  established  for  milk  testing  3.5 
percent,  however,  are  the  butterfat  dif¬ 
ferentials  which  apply  in  adjusting  such 
class  prices  to  the  actual  test  of  the  milk 
as  disposed  of  in  manufactured  products. 
For  example,  in  January  1954,  the 
weighted  average  butterfat  test  of  Class 

III  milk  was  2.8174  percent  while  Class  IV 
milk  tested  35.8533  percent  butterfat.  It 
is  obvious,  particularly  in  regard  to  milk 
utilized  for  butter  manufacture  (Class 

IV  milk),  that  the  butterfat  differential 
contributes  more  significantly  to  the 
handler’s  cost,  and  therefore  to  the  prob¬ 
lem  of  Class  IV  milk  disposition,  than 
the  class  price  as  computed  for  milk 
testing  3.5  percent.  It  is  considered  ap¬ 
propriate,  therefore,  to  adjust  butterfat 
differentials  for  these  classes  of  milk  to 


align  the  prices  of  butterfat  therein  rep¬ 
resented  by  tests  other  than  3.5  percent 
more  closely  with  the  prices  of  butterfat 
represented  in  3.5  percent  milk  in  such 
classes.  This  has  heen  accomplished  by 
basing  the  butterfat  differentials  directly 
on  the  individual  prices  of  skim  milk 
and  butterfat  included  in  the  formulas 
which  determine  the  prices  for  3.5  per¬ 
cent  milk  in  such  manufacturing  classes, 
respectively. 

It  may  be  noted  that  milk  used  for 
ice  cream  and  certain  other  products  is 
priced  25  cents  per  hundredweight 
higher  than  milk  utilized  in  such  prod¬ 
ucts  as  butter,  cheese  and  nonfat  dry 
milk  solids.  In  view  of  the  health  re¬ 
quirements  applicable  in  connection  with 
a  large  proportion  of  the  disposition  in 
such  specified  uses  and  the  fact  such 
disposition  is  made  primarily  from  dis¬ 
tributing  plants  located  in  or  close  to 
the  marketing  area  rather  than  at 
country  locations  as  in  the  case  of  dis¬ 
tress  milk,  such  milk  should  return  a 
somewhat  higher  price  to  producers  even 
in  the  flush  production  season. 

The  reduction  in  the  Class  III  and 
Class  IV  prices  adopted  should  be  limited 
to  the  March-August  period  of  1954. 
Because  of  the  particular  combination  of 
products  covered  by  such  classes  and  the 
likelihood  that  an  improved  pricing  and 
classification  plan,  including  review  and 
possible  modification  of  the  supply-de¬ 
mand  utilization  percentages  in  relation 
to  the  various  requirements  of  inspected 
milk  as  presently  covered  by  Class  III 
milk  as  well  as  Class  I  and  Class  II  milk, 
might  be  evolved  from  more  detailed 
consideration  of  such  provisions,  any 
further  revision  of  reserve  milk  pricing 
should  be  based  upon  the  results  of  a 
later  hearing.  There  should  be  ample 
time  for  such  review  prior  to  the  flush 
production  months  of  1955. 

(2)  The  proposed  payment  to  bargain¬ 
ing  cooperatives  to  be  based  upon  cer¬ 
tain  services  as  rendered  from  time  to 
time  should  not  be  adopted  at  this  time. 

Bargaining  cooperatives  representing 
a  large  number  of  producers  in  the  mar¬ 
ket  proposed  the  adoption  of  a  service 
charge  against  the  producer-settlement 
fund,  and  a  corresponding  payment  to 
bargaining  cooperatives  of  the  monies 
represented,  whenever  such  cooperatives 
necessarily  handle  on  their  account  milk 
for  disposition  to  manufacturing  outlets 
as  the  result  of  the  refusal  or  release  of 
producer  milk  by  a  proprietary  handler. 
The  rate  of  service  payment  suggested 
was  50  cents  per  hundredweight  of  milk 
so  handled  by  the  cooperative. 

The  proposal  made  was  discussed  at 
some  length  at  the  hearing.  It  appears 
to  have  considerable  merit  as  a  measure 
designed  to  achieve  maximum  returns 
to  producers  when  it  is  necessary  to  re¬ 
move  reserve  supplies  of  milk  under  dis¬ 
tress  conditions,  by  enabling  producers 
to  get  full  value  for  the  portion  of  milk 
supplies  kept  and  utilized  by  handlers 
during  the  distress  period.  The  develop¬ 
ment  of  a  workable  provision  would  re¬ 
quire  a  greater  period  of  time  than  can 
be  afforded  in  the  present  circumstances. 
In  view  of  the  particular  pricing  provi¬ 
sions  adopted  it  is  felt  that  such  provi¬ 
sion  will  not  be  required  for  the  tem- 
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porary  period  involved,  and  that  there 
will  be  opportunity  for  further  con¬ 
sideration  prior  to  such  time  as  it  may 
be  appropriate  to  adopt  such  a  provision. 
The  proposal  therefore  is  denied  at  this 
time. 

(3)  The  due  and  timely  execution  of 
the  function  of  the  Secretary  under  the 
act  imperatively  and  unavoidably  re¬ 
quires  the  omission  of  a  recommended 
decision  by  the  Deputy  Administrator, 
Agricultural  Marketing  Service,  and  the 
opportunity  for  exceptions  thereto,  on 
the  above  issues. 

The  conditions  complained  of  are  such 
that  it  is  urgent  that  remedial  action  be 
taken  as  soon  as  possible.  Delay  beyond 
the  minimum  time  required  to  make  the 
attached  order  effective  would  defeat  the 
purpose  of  such  amendments.  Accord¬ 
ingly,  the  time  necessarily  involved  in 
the  preparation,  filing,  and  publication 
of  a  recommended  decision,  and  excep¬ 
tions  thereto,  would  make  such  relief  in¬ 
effective  and  therefore  should  be 
eliminated  in  this  instance.  The  notice 
of  hearing  stated  that  consideration 
would  be  given  to  the  question  of  whether 
economic  and  marketing  conditions  re¬ 
quire  emergency  action  with  respect  to 
any  or  all  amendments  deemed  necessary 
as  the  result  of  the  hearing.  Action 
under  the  procedure  described  above  was 
requested  at  the  hearing.  No  opposition 
was  registered  at  the  hearing  to  either 
the  objectives  of  the  proposals  involved 
or  the  use  of  such  emergency  promulga¬ 
tion  procedure. 

General  findings,  (a)  The  proposed 
marketing  agreement  and  the  order,  as 
amended,  and  as  hereby  proposed  to  be 
further  amended,  and  all  of  the  terms 
and  conditions  thereof,  will  tend  to  ef¬ 
fectuate  the  declared  policy  of  the  act; 

(b)  The  parity  prices  of  milk  as  de¬ 
termined  pursuant  to  section  2  of  the 
act  are  not  reasonable  in  view  of  the 
price  of  feeds,  available  supplies  of  feeds 
and  other  economic  conditions  which 
affect  market  supply  and  demand  for 
milk  in  the  said  marketing  area,  and  the 
minimum  prices  specified  in  the  pro¬ 
posed  marketing  agreement  and  in  the 
order,  as  amended,  and  as  hereby  pro¬ 
posed  to  be  further  amended,  are  such 
prices  as  will  reflect  the  aforesaid  fac¬ 
tors,  insure  a  sufficient  quantity  of  pure 
and  wholesome  milk  and  be  in  the  public 
interest;  and 

(c)  The  proposed  marketing  agree¬ 
ment  and  the  order,  as  amended,  and 
as  hereby  proposed  to  be  further 
amended,  will  regulate  the  handling  of 
milk  in  the  same  manner  as.  and  are 
applicable  only  to  persons  in  the  re¬ 
spective  classes  of  industrial  and  com¬ 
mercial  activity  specified  in,  the  said 
marketing  agreement  upon  which  a  hear¬ 
ing  has  been  held. 

Determination  of  representative  pe¬ 
riod.  The  month  of  December  1953  is 
hereby  determined  to  be  the  representa¬ 
tive  period  for  the  purpose  of  ascertain¬ 
ing  whether  the  issuance  of  the  order 
amending  the  order,  now  in  effect,  regu¬ 
lating  the  handling  of  milk  in  the  Cin¬ 
cinnati,  Ohio,  marketing  area,  in  the 
manner  set  forth  in  the  attached  amend¬ 
ing  order  is  approved  or  favored  by  pro¬ 
ducers  who,  during  such  period,  were 
engaged  in  the  production  of  milk  for 


sale  in  the  marketing  area  specified  in 
such  marketing  order. 

Annexed  hereto  and  made  a  part  here¬ 
of  are  two  documents  entitled,  respec¬ 
tively,  “Marketing  Agreement  Regulat¬ 
ing  the  Handling  of  Milk  in  the  Cincin¬ 
nati,  Ohio,  Marketing  Area,”  and  “Order 
Amending  the  Order,  as  amended.  Regu¬ 
lating  the  Handling  of  Milk  in  the  Cin¬ 
cinnati,  Ohio,  Market  Area,”  which  have 
been  decided  upon  as  the  detailed  and 
appropriate  means  of  effectuating  the 
foregoing  conclusions.  These  documents 
shall  not  become  effective  unless  and  un¬ 
til  the  requirements  of  §  900.14  of  the 
rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to 
formulate  marketing  agreements  and 
orders  have  been  met. 

It  is  hereby  ordered.  That  all  of  this 
decision,  except  the  attached  marketing 
agreement,  be  published  in  the  Federal 
Register.  The  regulatory  provisions  of 
said  marketing  agreement  are  identical 
with  those  contained  in  the  order  as 
hereby  proposed  to  be  amended  by  the 
attached  order  which  will  be  published 
with  this  decision. 

This  decision  filed  at  Washington, 
D.  C.,  this  19th  day  of  March  1954. 

Dated:  March  19, 1954,  at  Washington, 
D.  C. 

I  seal  1  John  H.  Davis, 

Assistant  Secretary  of  Agriculture. 

Order 1  Amending  the  Order,  as  Amend¬ 
ed.  Regulating  the  Handling  of  Milk 
in  the  Cincinnati,  Ohio,  Marketing 
Area 

§  965.0  Findings  and  determinations. 
The  findings  and  determinations  herein¬ 
after  set  forth  are  supplementary  and  in 
addition  to  the  findings,  and  determina¬ 
tions  previously  made  in  connection  with 
the  issuance  of  the  aforesaid  order  and  of 
the  previously  issued  amendments  there¬ 
to,  and  all  said  previous  findings  and 
determinations  are  hereby  ratified  and 
affirmed,  except  insofar  as  such  findings 
and  determinations  may  be  in  conflict 
with  the  findings  and  determinations  set 
forth  herein. 

(a)  Findings  upon  the  basis  of  the 
hearing  record.  Pursuant  to  the  pro¬ 
visions  of  the  Agricultural  Market¬ 
ing  Agreement  Act  of  1937,  as 
amended  (7  U.  S.  C.  601  et  seq.),  and  the 
applicable  rules  of  practice  and  proce¬ 
dure,  as  amended,  governing  the  formu¬ 
lation  of  marketing  agreements  and 
marketing  orders  (7  CFR  Part  900),  a 
public  hearing  was  held  upon  certain 
proposed  amendments  to  the  tentative 
marketing  agreement  and  to  the  order, 
as  amended,  regulating  the  handling  of 
milk  in  the  Cincinnati,  Ohio,  marketing 
area.  Upon  the  basis  of  the  evidence 
introducing  at  such  hearing  and  the 
record  thereof,  it  is  found  that: 

(1)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  and  all  of 
the  terms  and  conditions  thereof,  will 


1  This  order  shall  not  become  effective  un¬ 
less  and  until  the  requirements  of  §  900.14  of 
the  rules  of  practice  and  procedure,  as 
amended,  governing  proceedings  to  formu¬ 
late  marketing  agreements  and  orders  have 
been  met. 


tend  to  effectuate  the  declared  policy  of 
the  act; 

(2)  The  parity  prices  of  milk  as  deter¬ 
mined  pursuant  to  section  2  of  the  act 
are  not  reasonable  in  view  of  the  price 
of  feeds,  available  supplies  of  feeds  and 
other  economic  conditions  which  affect 
market  supply  and  demand  for  milk  in 
the  said  marketing  area,  and  the  mini¬ 
mum  prices  specified  in  the  order,  as 
amended,  and  as  hereby  further 
amended,  are  such  prices  as  will  reflect 
the  aforesaid  factors,  insure  a  sufficient 
quantity  of  pure  and  wholesome  milk  and 
be  in  the  public  interest;  and 

(3)  The  said  order,  as  amended,  and 
as  hereby  further  amended,  regulates 
the  handling  of  milk  in  the  same  man¬ 
ner  as  and  is  applicable  only  to  persons 
in  the  respective  classes  of  industrial 
and  commercial  activity  specified  in  a 
marketing  agreement  upon  which  a 
hearing  has  been  held. 

Order  relative  to  handling.  It  is 
therefore  ordered,  that  on  and  after  the 
effective  date  hereof,  the  handling  of 
milk  in  the  Cincinnati,  Ohio,  market¬ 
ing  area  shall  be  in  conformity  to  and 
in  compliance  with  the  terms  and  con¬ 
ditions  of  the  aforesaid  order,  as 
amended,  and  as  hereby  further 
amended  as  follows: 

1.  Delete  that  portion  of  §  965.51  (c) 
which  precedes  subparagraph  (2)  there¬ 
of  and  substitute  therefor  the  following: 

(c)  The  price  for  Class  III  milk  dur¬ 
ing  each  of  the  months  of  March 
through  August,  inclusive,  shall  be  the 
higher  of  the  prices  per  hundredweight 
computed  pursuant  to  subparagraphs 
(1)  and  (2)  of  this  paragraph;  and  the 
price  for  Class  III  milk  during  each  of 
the  months  of  September  through  Feb¬ 
ruary,  inclusive,  shall  be  the  higher  of 
such  computed  prices  plus  30  cents: 

(1)  The  price  as  computed  pursuant 
to  §  965.50  (b) :  Provided,  That  the  price 
per  hundredweight  for  Class  III  milk 
during  the  period  ending  with  August 
31,  1954,  shall  be  the  higher  of  the  price 
computed  pursuant  to  subparagraph  (2) 
of  this  paragraph  and  a  price  computed 
as  follows: 

(i)  Subtract  5.5  cents  from  the  simple 
average,  as  computed  by  the  market 
administrator,  of  the  daily  wholesale 
selling  prices  (using  the  midpoint  of 
any  price  range  as  one  price)  of  Grade  A 
(92-score)  bulk  creamery  butter  per 
pound  at  Chicago  as  reported  by  the 
United  States  Department  of  Agricul¬ 
ture  during  the  month  for  which  pay¬ 
ment  is  to  be  made,  multiply  by  1.20, 
and  then  multiply  such  result  by  3.5; 

(ii)  From  the  simple  average,  as  com¬ 
puted  by  the  market  administrator,  of 
the  weighted  average  of  carlot  prices 
per  pound  for  nonfat  dry  milk  solids, 
spray  and  roller  process  for  human  con¬ 
sumption,  f.  o.  b.  manufacturing  plants 
in  the  Chicago  area,  as  published  for  the 
period  from  the  26th  day  of  the  immedi¬ 
ately  preceding  month  through  the  25th 
day  of  the  current  month  by  the  United 
States  Department  of  Agriculture,  de¬ 
duct  6  cents,  and  multiply  the  result  by 
7.7;  and 

(iii)  Deduct  25  cents  from  the  sum  of 
the  amounts  computed  under  subdivi- 
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sions  (i)  and  (ii)  of  this  subparagraph: 
Provided,  That  the  price  applicable  to 
milk  used  to  produce  ice  cream,  ice 
cream  mix,  eggnog,  whipped  cream, 
whipped  cream  substitutes,  and  cottage 
cheese  shall  be  the  sum  of  amounts  com¬ 
puted  for  the  month  under  subdivisions 

(i)  and  (ii)  of  this  subparagraph. 

2.  Delete  in  §  965.51  (d)  the  word 
“July”  and  substitute  therefor  the  word 
“August.” 

3.  Delete  §  965.52  and  substitute  there¬ 
for  the  following: 

§  965.52  Butter/at  differentials  to 
handlers.  If  the  weighted  average  but- 
terfat  test  of  producer  milk  which  is 
classified  in  any  class,  respectively,  for 
any  handler,  is  more  or  less  than  3.5  per¬ 
cent,  there  shall  be  added  to  or  sub¬ 
tracted  from,  as  the  case  may  be,  from 
the  price  for  such  class,  for  each  one- 
tenth  of  one  percent  that  such  weighted 
average  butterfat  test  is  above  or  below 
3.5  percent,  a  butterfat  differential  cal¬ 
culated  by  the  market  administrator  as 
follows:  For  Class  I  milk  and  Class  II 
milk,  respectively,  determine  the  percent 
of  the  alternate  basic  formula  price  as 
computed  pursuant  to  §  965.50  (b)  rep¬ 
resented  by  the  sum  computed  pursuant 
to  §  965.50  (b)  (1),  apply  the  percentage 
so  determined  to  the  respective  Class  I 
and  Class  II  prices  for  3.5  percent  milk 
computed  pursuant  to  §965.51  (a)  and 

(b) ,  and  divide  by  35  (computed  to  the 
nearest  hundredth  of  a  cent) .  For  Class 
III  milk  and  Class  IV  milk  subtract  $5.50 
from  the  average  price  per  hundred 
pounds  of  butter  as  described  in  §  965.51 

(c)  (1)  (i),  multiply  by  120,  subtract 
therefrom  the  amount  per  hundred¬ 
weight  computed  pursuant  to  §  965.51  (c) 
(1)  (ii),  and  divide  the  result  by  1,000: 
Provided,  That  beginning  with  Septem¬ 
ber  1,  1954,  the  butterfat  differential  for 
Class  III  milk  shall  be  computed  as  fol¬ 
lows:  Multiply  by  120  the  average  price 
per  hundred  pounds  of  92 -score  butter 
as  described  in  §  965.50  (b)  (1),  subtract 
therefrom  the  price  per  hundredweight 
computed  pursuant  to  §  965.50  (b)  (2), 
and  divide  the  result  by  1,000  and  begin¬ 
ning  with  such  date  the  butterfat  differ¬ 
ential  for  Class  IV  milk  shall  be  com¬ 
puted  as  follows:  subtract  $5.00  from  the 
average  price  per  hundred  pounds  of 
92-score  butter  as  described  in  §  965.50 
(b)  (1),  multiply  by  120,  subtract  there¬ 
from  the  price  per  hundredweight  pur¬ 
suant  to  §  965.50  (b)  (2),  and  divide  the 
result  by  1,000. 

IP.  R.  Doc.  54  2096:  Filed,  Mar.  24,  1954; 
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[  16CFR  Part  302  ] 

(File  No.  205-11 
Flammable  Fabrics 

NOTICE  OF  PROPOSED  RULE  MAKING 

Notice  is  hereby  given  all  interested 
Parties  that  the  Federal  Trade  Commis¬ 
sion  on  April  22,  1954,  beginning  at  10:00 
o’clock  a.  m.,  e.  s.  t.,  at  its  offices  in  the 
city  of  Washington,  D.  C.,  will  hold  a 
Public  hearing  on  proposed  rules  and 


regulations  under  the  Flammable  Fabrics 
Act. 

Interested  parties  may  participate  by 
submitting  in  writing  to  the  Commission 
on  or  before  such  date,  their  views,  argu¬ 
ments,  or  other  pertinent  data,  or  they 
may  be  heard  orally  at  such  time.  Any 
party  wishing  to  submit  further  views, 
arguments  or  data  in  response  to  that 
submitted  at  the  hearing  may  do  so  in 
writing  at  any  time  within  ten  days  after 
such  hearing  is  closed. 

Such  action  is  taken  pursuant  to  the 
authority  given  the  Federal  Trade  Com¬ 
mission  under  section  5  (c)  of  the  Flam¬ 
mable  Fabrics  Act  (Pub.  Law  88,  83d 
Cong.,  Chap.  164,  1st  sess.,  67  Stat.  Ill) 
“to  prescribe  such  rules  and  regulations 
as  may  be  necessary  and  proper  for  pur¬ 
poses  of  administration  and  enforce¬ 
ment  of  this  act.” 

The  matters  to  be  considered  are  the 
proposed  rules  and  regulations  set  out 
below  together  with  such  amendments, 
revisions,  deletions,  and  additions 
thereto  as  may  be  proposed. 

§  302.1  Terms  defined,  (a)  As  used 
in  this  part,  unless  the  context  other¬ 
wise  specifically  requires: 

(1)  The  term  “act”  means  the  "Flam¬ 
mable  Fabrics  Act”  (approved  June  30, 
1953,  Pub.  Law  88,  83d  Cong.,  1st  Sess.; 
15  U.  S.  C.  A.  sec.  1191;  67  Stat.  111). 

(2)  The  terms  “rule,”  "rules.”  “regu¬ 
lations,”  and  “rules  and  regulations,” 
mean  the  rules  and  regulations  pre¬ 
scribed  by  the  Commission  pursuant  to 
section  5  (c)  of  the  act. 

(3)  The  term  "United  States”  means 
the  several  states,  the  District  of  Colum¬ 
bia  and  the  Territories  and  possessions  of 
the  United  States. 

(4)  The  terms  “marketing  or  han¬ 
dling,”  (i)  when  applied  to  wearing  ap¬ 
parel  means  manufacturing  for  sale, 
offering  for  sale,  selling,  importing,  de¬ 
livering,  or  transporting;  and,  (ii)  when 
applied  to  fabric  mean  offering  for  sale, 
selling,  importing,  delivering,  or  trans¬ 
porting. 

(5)  The  terms  “uncovered  or  exposed 
part”  of  an  article  of  wearing  apparel 
as  used  in  section  4  (a)  of  the  act,  mean 
that  part  of  such  article  of  apparel  which 
during  normal  and  customary  course  of 
wear  would  be  open  to  flame  or  other 
means  of  ignition. 

(6)  The  term  “textile  fabric”  (except 
those  with  a  nitro-cellulose  fiber,  finish 
or  coating)  means  any  material  subject 
to  the  act,  woven,  knitted,  felted,  or 
otherwise  produced  from  any  natural 
or  man-made  fiber  or  substitute  there¬ 
for,  or  combination  thereof,  which  is  in 
a  form  or  condition  ready  for  use  in 
wearing  apparel  and  shall  include  coated 
fabrics. 

(7)  The  term  “plain  surface  textile 
fabric”  means  any  textile  fabric  which 
does  not  have  an  intentionally  raised 
fiber  or  yarn  surface  such  as  a  pile,  nap, 
or  tuft,  but  shall  include  those  fabrics 
having  fancy  woven,  knitted  or  flock 
printed  surfaces. 

(8)  The  term  “raised  surface  textile 
fabric”  means  any  textile  fabric  which 
has  an  intentionally  raised  fiber  or  yarn 
surface  such  as  a  pile,  nap  or  tufting. 

(9)  The  term  “film”  means  any  non- 
rigid,  unsupported  plastic,  rubber  or 


other  synthetic  or  natural  film  or  sheet¬ 
ing,  or  any  combination  thereof,  includ¬ 
ing  transparent,  translucent,  and  opaque 
material,  whether  plain,  embossed, 
molded,  or  otherwise  surface  treated, 
and  shall  include  film  or  sheeting  ex¬ 
ceeding  10  mils  in  thickness. 

(10)  The  term  “test”  means  the  ap¬ 
plication  of  the  relevant  test  method 
prescribed  in  the  procedures  provided 
under  section  4  (a)  of  the  act. 

(11)  The  term  “initial  test”  means 
tests  made  under  the  procedures  pre¬ 
scribed  in  section  4  (a)  of  the  act  of 
specimens  taken  from  two  separate 
pieces  of  a  textile  fabric  having  the 
same  weight,  construction  and  finish 
type,  or  from  two  separate  runs  of  film 
having  the  same  formula,  color,  and 
thickness. 

( 12 )  The  definition  of  terms  contained 
in  section  2  of  the  act  shall  be  applicable 
also  to  such  terms  when  used  in  rules 
promulgated  under  the  act. 

§  302.2  General  requirements.  No 
article  of  wearing  apparel  or  fabric  sub¬ 
ject  to  the  act  and  regulations  shall  be 
marketed  or  handled  if  such  article  or 
fabric,  when  tested  according  to  the  pro¬ 
cedures  prescribed  in  section  4  (a)  of 
the  act,  is  so  highly  flammable  as  to  be 
dangerous  when  worn  by  individuals. 

§  302.3  Test  procedures  for  textile 
fabrics  and  film,  (a)  All  textile  fabrics 
(except  those  with  nitro-cellulose  fiber, 
finish  or  coating)  intended  or  sold  for 
use  in  wearing  apparel,  and  all  fabrics 
contained  in  articles  of  wearing  apparel, 
shall  be  subject  to  the  requirements  of 
the  act,  and  shall  be  deemed  to  be  so 
highly  flammable  as  to  be  dangerous 
when  worn  by  individuals  if  such  fabrics 
or  any  uncovered  or  exposed  part  of  such 
articles  of  wearing  apparel  exhibits  rapid 
and  intense  burning  when  tested  under 
the  conditions  and  in  the  manner  pre¬ 
scribed  in  the  Commercial  Standard 
promulgated  by  the  Secretary  of  Com¬ 
merce  effective  January  30,  1953,  and 
identified  as  “Flammability  of  Clothing 
Textiles,  Commercial  Standard  191-53.” 

<b)  All  film,  and  textile  fabrics  with  a 
nitro-cellulose  fiber,  finish  or  coating,  in¬ 
tended  or  sold  for  use  in  wearing  apparel, 
and  all  film  and  textile  fabrics  referred 
to  in  this  rule  which  are  contained  in 
articles  of  wearing  apparel,  shall  be  sub¬ 
ject  to  the  requirements  of  the  act,  and 
shall  be  deemed  to  be  so  highly  flam¬ 
mable  as  to  be  dangerous  when  worn  by 
individuals  if  such  film  or  textile  fabrics 
or  any  uncovered  or  exposed  part  of  such 
articles  of  wearing  apparel  exhibit  a  rate 
of  burning  in  excess  of  that  specified  in 
paragraph  3.11  of  the  Commercial  Stan¬ 
dard  promulgated  by  the  Secretary  of 
Commerce  effective  May  22,  1953,  and 
identified  as  “General  Purpose  Vinyl 
Plastic  Film,  Commercial  Standard 
192-53.” 

§  302.4  Only  uncovered  or  exposed 
parts  of  wearing  apparel  to  be  tested. 
In  determining  whether  an  article  of 
wearing  apparel  is  so  highly  flammable 
as  to  be  dangerous  when  worn  by  indi¬ 
viduals,  only  the  uncovered  or  exposed 
part  of  such  article  of  wearing  apparel 
shall  be  tested  according  to  the  appli- 
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cable  procedures  set  forth  in  section  4 

(a)  of  the  act. 

§  302.5  Testing  certain  classes  of  fab¬ 
rics.  (a)  Any  textile  fabric  intended  for 
use  in.  or  used,  or  contained  in  an  arti¬ 
cle  of  wearing  apparel,  which  in  its  nor¬ 
mal  and  customary  use  as  wearing 
apparel  would  not  be  washed,  need  not, 
upon  test  made  under  the  procedures 
outlined  in  Commercial  Standard  191-53, 
be  washed  as  prescribed  by  paragraph 
4.5  of  such  Commercial  Standard:  Pro¬ 
vided.  however.  That  such  fabric  and 
article  of  wearing  apparel  when  mar¬ 
keted  or  handled  are  marked  in  a  clear, 
legible  and  permanent  manner  disclos¬ 
ing  that  they  will  be  dangerously  flam¬ 
mable  if  washed.  Examples  of  the  types 
of  fabric  referred  to  are  bridal  illusion 
or  millinery  veiling. 

(b)  A  coated  fabric  need  not,  upon 
test  under  the  procedures  outlined  in 
Commercial  Standard  191-53,  be  dry 
cleaned  as  set  forth  in  paragraph  4.4  of 
such  Commercial  Standard. 

(c)  In  determining  whether  a  textile 
fabric  having  a  raised-fiber  surface, 
which  surface  is  to  be  used  in  the  covered 
or  unexposed  parts  of  articles  of  wearing 
apparel,  is  so  highly  flammable  as  to  be 
dangerous  when  worn  by  individuals, 
only  the  opposite  surface  or  surface  in¬ 
tended  to  be  exposed  need  be  tested  under 
the  applicable  procedures  set  forth  in 
section  4  (a)  of  the  act,  providing  an  in¬ 
voice  or  other  paper  covering  the  mar¬ 
keting  or  handling  of  such  fabric  is  given 
which  clearly  designates  that  the  raised- 
fiber  surface  is  to  be  used  only  in  the 
covered  or  unexposed  parts  of  articles  of 
wearing  apparel. 

§  302.6  Certain  fabrics  not  subject  to 
provisions  of  section  3  of  act.  (a)  Fab¬ 
rics  intended  for  processing  into  inter¬ 
linings  or  other  covered  or  unexposed 
parts  of  articles  of  wearing  apparel  shall 
not  be  subject  to  the  provisions  of  section 
3  of  the  act,  providing  an  invoice  or 
other  paper  covering  the  marketing  or 
handling  of  such  fabrics  is  given  which 
specifically  designates  their  intended  end 
use. 

(b)  Fabrics  intended  or  sold  for  use 
In  those  hats,  gloves  and  footwear  which 
are  excluded  under  the  definition  of 
articles  of  wearing  apparel  in  section  2 
<d)  of  the  act,  shall  not  be  subject  to  the 
provisions  of  section  3  of  the  act,  pro¬ 
viding  an  invoice  or  hther  paper  cover¬ 
ing  the  marketing  or  handling  of  such 
fabrics  is  given  which  specifically  des¬ 
ignates  their  intended  use  in  such 
products. 

§  302.7  Reasonable  and  representative 
tests  under  section  8  of  the  act. 

Explanation.  Section  8  of  the  act.  among 
other  things,  provides  that  no  person  shall 
be  subject  to  prosecution  under  section  7  of 
the  act  for  a  violation  of  section  3  of  the  act 
if  such  person  establishes  a  guaranty  re¬ 
ceived  in  good  faith  signed  by  and  contain¬ 
ing  the  name  and  address  of  the  person  by 
whom  the  wearing  apparel  or  fabric  guaran¬ 
teed  was  manufactured  or  from  whom  it  was 
received,  to  the  effect  that  reasonable  and 
representative  tests  made  under  the  pro¬ 
cedures  provided  in  section  4  (a)  of  the  act 
show  that  the  fabric  covered  by  the  guar¬ 
anty,  or  used,  or  contained  in  the  wearing 
apparel,  is  not,  under  the  provisions  of  sec¬ 


tion  4  (a)  of  the  act,  so  highly  flammable  as 
to  be  dangerous  when  worn  by  individuals. 

The  furnishing  of  guaranties  is  not  man¬ 
datory  under  the  act.  The  purpose  of  this 
rule  is  to  establish  minimum  requirements 
for  the  reasonable  and  representative  tests 
on  which  guaranties  may  be  based.  The 
making  of  these  tests  and  the  furnishing  of 
guaranties  based  thereon  will  not  relieve  one 
making  the  tests  or  furnishing  guaranties 
based  thereon  from  prosecution  under  sec¬ 
tion  7  of  the  act  for  violation  of  section  3  of 
the  act,  nor  will  it  relieve  one  furnishing  or 
receiving  such  guaranties  from  the  adminis¬ 
trative  processes  of  the  Federal  Trade  Com¬ 
mission  under  section  5  of  the  act,  nor  from 
the  injunction  and  condemnation  procedures 
under  section  6  of  the  act. 

(a)  The  following  shall  constitute  rea¬ 
sonable  and  representative  tests,  as  that 
term  is  used  in  section  8  of  the  act,  for 
those  textile  fabrics  which  by  reason  of 
their  composition,  construction,  finish 
and  weight  may  be  tested  upon  a  class 
basis. 

(1)  Plain  surface  textile  fabrics 
weighing  two  ounces  or  more  per  square 
yard,  (i)  One  test  of  any  plain  surface 
textile  fabric  weighing  two  ounces  or 
more  per  square  yard,  exclusive  of  metal¬ 
lic  ornamentation,  or  one  test  of  any 
particular  class  of  such  fabrics,  shall 
suffice  for  any  such  fabric  or  class  of 
fabrics. 

(2)  Plain  surface  textile  fabrics 
weighing  less  than  two  ounces  per  square 
yard,  (i)  When,  on  the  initial  test*  of 
any  plain  surface  textile  fabric  weigh¬ 
ing  less  than  two  ounces  per  square  yard, 
and  of  a  particular  fiber  composition, 
construction  and  finish  type,  such  fabric 
exhibits  a  burning  time  of  between  4  and 
6  seconds,  both  inclusive,  such  test  may 
Suffice  for  any  fabric  of  the  same  fiber 
composition,  construction  and  finish 
type.  This  class  of  fabric  shall  be  tested 
at  least  once  at  intervals  of  not  more 
than  three  months  thereafter  while  in 
production. 

(ii)  When,  on  the  initial  test  of  any 
plain  surface  textile  fabric  weighing  less 
than  two  ounces  per  square  yard,  and  of 
a  particular  fiber  composition,  construc¬ 
tion  and  finish  type,  such  fabric  exhibits 
a  burning  time  in  excess  of  6  seconds, 
such  test  may  suffice  for  any  fabric  of 
the  same  fiber  composition,  construction 
and  finish  type.  This  class  of  fabric 
shall  be  tested  at  least  once  at  intervals 
of  not  more  than  six  months  thereafter 
while  in  production. 

(iii)  When,  on  the  initial  test  of  any 
plain  surface  textile  fabric  weighing  less 
than  two  ounces  per  square  yard,  and  of 
a  particular  fiber  composition,  construc¬ 
tion  and  finish  type,  none  of  the  speci¬ 
mens  ignite,  such  initial  test  may  suffice 
for  any  fabric  of  the  same  fiber  com¬ 
position,  construction  and  finish  type. 

(3)  Certain  raised  fiber  surface  textile 
fabrics,  (i)  When  a  test  of  any  raised 
fiber  surface  textile  fabric  which  has  a 
dense  cut  pile  of  uniform  short  length  or 
looped  yarns,  and  of  a  particular  fiber 
composition,  construction  and  finish 
type,  does  not  exhibit  a  surface  flash  and 
does  not  ignite,  such  test  shall  suffice  for 
any  such  fabric  having  a  dense  cut  pile 
of  the  same  length  or  the  same  looped 


1  See  definition  of  "initial  test"  in  S  302.1 
(a)  (11) 


yarns  and  of  the  same  fiber  composition, 
construction  and  finish  type.  Examples 
of  the  types  of  fabrics  referred  to  are 
velvets,  velveteens,  velours,  corduroys 
and  terry  cloth. 

(ii)  One  test  of  any  raised  fiber  sur¬ 
face  textile  fabric  made  entirely  of  pro¬ 
tein  fibers,  exclusive  of  non-protein  fiber 
ornamentation  not  to  exceed  10  percent 
by  weight,  or  one  test  of  any  particular 
class  of  such  fabrics,  shall  suffice  for  any 
such  fabric  or  class  of  fabrics. 

(b)  The  following  shall  be  deemed  to 
be  reasonable  and  representative  tests, 
as  that  term  is  used  in  section  8  of  the 
act,  of  those  textile  fabrics  which  do  not 
fall  within  any  of  the  foregoing  class 
tests. 

( 1 )  Plain  surface  textile  fabrics  weigh¬ 
ing  less  that  two  ounces  per  square  yard. 

(i)  When,  on  the  initial  test  of  a  plain 
surface  textile  fabric  weighing  less  than 
two  ounces  per  square  yard,  such  fabric 
exhibits  a  burning  time  of  between  4 
and  6  seconds,  both  inclusive,  the  fabric 
shall  be  tested  at  least  once  at  intervals 
of  not  more  than  three  months  there¬ 
after  while  in  production. 

(ii)  When,  on  the  initial  test  of  a 
plain  surface  textile  fabric  weighing 
less  than  two  ounces  per  square  yard, 
such  fabric  exhibits  a  burning  time  in 
excess  of  6  seconds,  the  fabric  shall  be 
tested  at  least  once  at  intervals  of  not 
more  than  six  months  thereafter  while 
in  production. 

(iii)  When,  on  the  initial  test  of  a 
plain  surface  textile  fabric  weighing 
less  than  two  ounces  per  square  yard, 
none  of  the  specimens  ignite,  such  initial 
test  shall  suffice. 

(2 )  Raised  fiber  surface  textile  fabrics. 
When,  on  the  initial  test  of  a  raised  fiber 
surface  textile  fabric,  such  fabric: 

(i)  Falls  within  Class  2  as  provided  in 
paragraph  3. 1.2.1  of  Commercial  Stand¬ 
ard  191-53,  the  fabric  shall  be  tested  at 
least  once  at  intervals  of  not  more  than 
one  month  while  in  production,  or  if  the 
production  exceeds  50,000  yards  per 
month,  the  fabric  shall  be  tested  there¬ 
after  every  50,000  yards  or  fraction 
thereof. 

If,  after  tw’O  tests  have  been  made  as 
outlined  in  this  section,  the  test  results 
do  not  show  the  flame  spread  to  have 
been  less  than  4  seconds,  with  the  base 
fabric  ignited  or  fused,  the  fabric  shall 
be  tested  at  least  once  at  intervals  of  not 
more  than  three  months  while  in  pro¬ 
duction,  or  if  the  production  exceeds 
100,000  yards  per  three  months,  the 
fabric  shall  be  tested  thereafter  every 
100,000  yards  or  fraction  thereof. 

(ii)  Has  a  flame  spread  in  excess  of  7 
seconds  with  the  base  fabric  ignited  or 
fused,  the  fabric  shall  be  tested  at  least 
once  at  intervals  of  not  more  than 
6  months  thereafter  while  in  production. 

(iii)  Has  a  surface  flash,  but  the  base 
fabric  does  not  ignite  nor  fuse,  the  fabric 
shall  be  tested  at  least  once  at  intervals 
of  not  more  than  six  months  thereafter 
while  in  production. 

(iv)  Does  not  have  a  surface  flash 
and  does  not  ignite,  the  initial  test  shall 
suffice. 

(c)  When,  on  initial  test  a  film  or  a 
textile  fabric  with  a  nitro-cellulose  fiber, 
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finish  or  coating,  does  not  exhibit  a 
burning  rate  in  excess  of  1.2  inches  per 
second,  one  test  each  year  thereafter 
while  in  production  shall  be  deemed 
reasonable  and  representative  tests  for 
such  film  or  textile  fabric. 

(d)  Reasonable  and  representative 
tests  of  fabrics  and  fabrics  contained 
in  articles  of  wearing  apparel,  subject 
to  the  act,  produced  prior  to  the  effec¬ 
tive  date  of  the  act.  and  which  have  not 
been  covered  by  tests  made  under  the 
applicable  requirements  of  paragraphs 
(a>,  <b),  and  (c)  of  this  section,  shall  be 
an  initial  test  for  each  class  of  such 
fabrics,  and  such  tests  shall  be  appli¬ 
cable  to  all  fabrics  having  the  same  fiber 
composition,  construction  and  finish 
type. 

(e)  In  the  case  of  articles  of  wearing 
apparel  which  are  not  made  from  fabrics 
but  directly  from  yarns,  the  fabrics  con¬ 
tained  in  such  articles  of  wearing  ap¬ 
parel  shall  be  tested  by  the  testing  re¬ 
quirements  provided  in  paragraphs  (a) 
and  (b)  of  this  section. 

(f)  If  tests  of  any  textile  fabric  made 
subsequent  to  the  initial  test  show  a 
burning  time  of  another  category,  then 
such  fabric  shall  be  tested  thereafter 
under  the  testing  requirements  of  such 
changed  time. 

(g)  The  application  of  this  section,  in¬ 
sofar  as  it  relates  to  the  testing  of  plain 
surface  textile  fabrics  or  such  fabrics 
contained  in  articles  of  wearing  apparel 
weighing  two  ounces  or  more  per  square 
yard,  shall  be  limited  to  fabrics  made  of 
fibers  in  use  or  capable  of  being  used  as 
of  May  31,  1954.  Such  fabrics  weighing 
two  ounces  or  more  per  square  yard  made 
in  whole  or  in  part  of  fibers  developed 
and  used  subsequent  to  May  31,  1954, 
shall  be  tested  in  accordance  with  the 
testing  requirements  set  out  in  para¬ 
graphs  (a)  (2)  and  (b)  of  this  section. 

1  302.8  Maintenance  of  records  by 
those  furnishing  guaranties,  (a)  In 
order  to  properly  administer  and  enforce 
section  8  of  the  act  relating  to  guaran¬ 
ties,  it  is  required  that  any  person  fur¬ 
nishing  either  a  separate  or  continuing 
guaranty  who  has  made  the  tests  pre¬ 
scribed  by  the  act  and  regulations  shall 
keep  and  maintain  records  of  such 
tests.  The  records  to  be  maintained 
shall  show : 

(1)  The  style  or  range  number,  fiber 
composition,  construction  and  finish 
type  of  each  textile  fabric  and  each  tex¬ 
tile  fabric  used  or  contained  in  an  article 
of  wearing  apparel  covered  by  the 
guaranty,  including  a  swatch  of  the 
fabric  tested. 

(2)  The  stock  or  formula  number, 
color,  thickness  and  general  description 
of  each  film  or  film  used  in  an  article 
of  wearing  apparel  covered  by  the  guar¬ 
anty,  including  a  sample  of  the  film 
tested. 

(3)  The  results  of  the  actual  tests 
made  on  the  textile  fabric  and  film  or 
the  fabric  and  film  used  or  contained  in 
an  article  of  wearing  apparel. 

<b)  Persons  furnishing  guaranties 
oased  upon  class  tests  shall  maintain 
records  showing: 

<1)  Identification  of  the  class  test. 

(2)  Fiber  composition,  construction 
and  finish  type  of  the  fabrics,  or  the  fab- 


FEDERAL  REGISTER 

rics  used  or  contained  in  articles  of  wear¬ 
ing  apparel  so  guaranteed. 

(3)  A  swatch  of  such  fabric. 

(c)  The  records  referred  to  in  this 
rule  shall  be  preserved  for  a  period  of 
three  years  from  the  date  the  tests  were 
performed. 

(d)  Any  person  furnishing  a  guaranty 
under  section  8  (a)  of  the  act  who 
neglects  or  refuses  to  maintain  and 
preserve  the  records  prescribed  in  this 
section  shall  be  deemed  to  have  fur¬ 
nished  a  false  guaranty  under  the  provi¬ 
sions  of  section  8  (b)  of  the  act. 

§  302.9  Form  of  separate  guaranty. 
The  following  is  a  suggested  form  of 
separate  guaranty  under  section  8  of  the 
act  which  may  be  used  by  a  guarantor, 
residing  in  the  United  States,  on  or  as 
part  of  an  invoice  or  other  paper  relating 
to  the  marketing  or  handling  of  any 
articles  of  wearing  apparel  or  fabrics 
subject  to  the  act  listed  and  designated 
therein,  the  date  of  such  invoice  or  other 
paper  and  the  signature  and  address  of 
the  guarantor: 

The  undersigned  hereby  guarantees  that 
reasonable  and  representative  tests,  made 
according  to  the  procedures  prescribed  in 
section  4  (a)  of  the  Flammable  Fabrics  Act, 
show  that  fabrics  used  or  contained  in  the 
articles  of  wearing  apparel  and  fabrics  other¬ 
wise  subject  to  said  Act,  covered  by  and  in 
the  form  delivered  under  this  document,  are 
not  so  highly  flammable  as  to  be  dangerous 
when  worn  by  individuals. 


(Name) 


(Address) 

Note:  Wording  of  suggested  form  may  be 
varied  to  limit  guaranty  to  specified  items 
on  the  invoice  or  other  paper. 

§  302.10  Continuing  guaranties,  (a) 

(1)  Any  person  residing  in  the  United 
States  may  file  with  the  Federal  Trade 
Commission  a  continuing  guaranty  un¬ 
der  section  8  of  the  act.  When  filed  with 
the  Commission,  a  continuing  guaranty 
shall  be  fully  executed  in  duplicate  and 
execution  of  each  copy  shall  be  acknowl¬ 
edged  before  a  notary  public. 

(2)  Forms  for  use  in  preparing  con¬ 
tinuing  guaranties  will  be  supplied  by  the 
Commission  upon  request. 

(3)  Continuing  guaranties  filed  with 
the  Commission  shall  be  renewed  every 
three  (3)  years  and  at  such  other  times 
as  any  change  occurs  in  the  legal  busi¬ 
ness  status  of  the  person  filing  the  con¬ 
tinuing  guaranty.  The  guarantor  shall 
promptly  report  any  such  change  to  the 
Commission  and  advise  the  Commission 
of  any  change  in  the  address  of  its  prin¬ 
cipal  office  and  place  of  business. 

(b)  The  following  is  the  prescribed 
form  of  continuing  guaranty: 

Continuing  Guaranty  Under  the  Flammable 
Fabrics  Act 

The  undersigned, _ _ 

a  _ 

(Corporation,  partnership,  proprietorship) 
residing  in  the  United  States  and  having 
principal  office  and  place  of  business  at 


( Street  and  number )  ( City ) 


(State  or  Territory) 

and  engaged  in  the  marketing  or  handling  of 
((articles  of  wearing  apparel)  (and)  (fab- 
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rics)  1  *  subject  to  the  Flammable  Fabrics 
Act  and  Regulations  thereunder  hereby 
guarantees  that  reasonable  and  represents-  * 
tive  tests,  made  according  to  the  procedures 
prescribed  in  Section  4  (a)  of  the  Flammable 
Fabrics  Act,  show  or  will  show  that  all  of  the 
following  described  [  (fabrics)  (and)  (fabrics 
used  or  contained  in  articles  of  wearing 
apparel)]*  _ _ _ 


(If  guaranty  is  limited  to  certain  prod¬ 
ucts  list  here.  If  additional  space  is 
necessary,  set  out  on  attached  sheet) 


hereafter  marketed  or  handled  by  it  are  not, 
in  the  form  delivered  or  to  be  delivered,  so 
highly  flammable  as  to  be  dangerous  when 
worn  by  individuals. 

The  following  execution  to  be  used  only  by 
individuals,  partnerships  and  unincorporated 
associations : 

Dated,  signed  and  executed  this _ day  of 

. . 19 — ,  at . . . . 

(City)  (State  or  Territory) 


(Name  under  which  busi¬ 
ness  is  conducted) 


(Signature  of  proprietor 
or  partner) 

(If  firm  is  a  partnership  list  partners 
below.) 


State  of _ _ _ _ 

County  of _ _  ss: 

On  this _ day  of _ _  19 _ ,  before 

me  personally  appeared  the  said _ _ 


•  “  “ - - - — - - - - - 

(Name  of  proprietor  or  partner  signing) 
to  me  known  to  be  the  person  described  in 
and  who  executed  the  foregoing  instrument 
and  acknowledged  the  execution  of  the  same 
for  the  uses  and  purposes  therein  stated. 

[Impression  of  _ _ 

notarial  seal  Notary  Public  in  and  for 

required  here]  County  of _ _ 

State  of _ _ 

My  Commission  expires _ _ 

The  following  execution  to  be  used  only  by 
corporations : 

Dated,  signed  and  executed  this _ day  of 

_ _ _  19 _ _  at . . . 

( City )  ( State  or  Territory ) 

[Impression  _ _ 

of  corporate  (Full  corporate  name) 

seal  re-  By _ - 

quired  here]  (Signature  and  title  of 

executive  officer ) 

Attest : 


(Secretary) 

State  of _ _ _ _ _ , 

County  of _ _  ss: 

On  this _ day  of _ - _ _  19 _ _  before  me 

personally  appeared _ 

(Name  of  executive  officer 

. . of 

signing )  ( Title  of  executive  officer ) 


(Name  of  corporation) 

to  me  known  to  be  the  person  described  in 
and  who  executed  the  foregoing  instrument 
and  acknowledged  the  execution  of  the  same 
on  behalf  of  said  corporation  for  the  uses 
and  purposes  therein  stated. 

[Impression  of  _ - 

notarial  seal  Notary  Public  in  and  for 

required  here]  County  of _ _ 

State  of _ _ 

My  Commission  expires _ _ 


*  Strike  any  wording  not  applicable. 
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PROPOSED  RULE  MAKING 


(c)  Any  person  who  has  a  continuing: 
guaranty  on  file  with  the  Commission 
may,  during  the  effective  dates  of  the 
guaranty,  give  notice  of  such  fact  by 
setting  forth  on  the  invoice  or  other 
paper  covering  the  marketing  or  han¬ 
dling  of  the  product  guaranteed  the  fol¬ 
lowing:  “Continuing  guaranty  under  the 
Flammable  Fabrics  Act  filed  with  the 
Federal  Trade  Commission.” 

(d>  Any  person  who  falsely  repre¬ 
sents  in  writing  that  he  has  a  continuing 
guaranty  on  file  with  the  Federal  Trade 
Commission  when  such  is  not  a  fact  shall 
be  deemed  to  have  furnished  a  false 
guaranty  under  section  8  (b)  of  the  act. 

§  302.11  Guaranties  furnished  by  non¬ 
residents  of  United  States  no  bar  to 
prosecution.  A  guaranty  furnished  un¬ 
der  section  8  of  the  act  by  a  person  who 
is  not  a  resident  of  the  United  States 


may  not  be  relied  upon  as  a  bar  to  prose¬ 
cution  under  section  7  of  the  act  for  a 
violation  of  section  3  of  the  act. 

§  302.12  Salvage  operations  of  com¬ 
mon  carriers  and  others.  For  the  pur¬ 
poses  of  this  act  the  ordinary  course  of 
business  of  common  carriers,  contract 
carriers,  or  freight  forwarders,  as  re¬ 
ferred  to  in  section  11  of  the  act,  shall 
not  include  the  marketing  or  handling 
of  articles  of  wearing  apparel  or  fabrics 
subject  to  the  act  in  the  course  of  per¬ 
formance  of  salvage  or  lien  realizing 
operations. 

§  302.13  Reference  to  guaranty  by 
Government  prohibited.  No  representa¬ 
tion  nor  suggestion  shall  be  made  in  ad¬ 
vertising  or  otherwise  marketing  or 
handling  an  article  of  wearing  apparel 
or  fabric  subject  to  the  act  that  the  act, 
the  Government,  or  any  branch  thereof. 


guarantees  In  any  manner  that  such 
article  or  fabric  is  not  so  highly  flam¬ 
mable  as  to  be  dangerous  when  worn  by 
individuals. 

§  302.14  Shipments  under  section  11 
( c )  of  the  act.  The  invoice  or  other 
paper  relating  to  the  shipment  or  de¬ 
livery  for  shipment  in  commerce  of 
articles  of  wearing  apparel  or  textile 
fabrics  for  the  purpose  of  finishing  or 
processing  to  render  them  not  so  highly 
flammable  as  to  be  dangerous  when  worn 
by  individuals,  shall  contain  a  statement 
disclosing  such  purpose. 

Issued:  March  22,  1954. 

By  direction  of  the  Commission. 

[seal]  Alex.  Akerman,  Jr., 

Secretary. 

[P.  R.  Doc.  54-2102;  Filed.  Mar.  24.  1954; 

8:51  a.  m.] 


NOTICES 


DEPARTMENT  OF  THE  TREASURY 

United  States  Coast  Guard 

|  CGFR  54-13] 

Terminations  of  Approvals  of 
Equipment 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
No.  120,  dated  July  31,  1950  (15  F.  R. 
6521),  and  in  compliance  with  the  au¬ 
thorities  cited  below,  the  following  ap¬ 
provals  of  equipment  are  terminated  be¬ 
cause  (1)  the  manufacturer  is  no  longer 
in  business;  or  (2)  the  manufacturer  does 
not  desire  to  retain  the  approval;  or  (3) 
the  item  is  no  longer  being  manufac¬ 
tured;  or  (4)  the  item  of  equipment  no 
longer  complies  with  present  Coast 
Guard  requirements;  or  (5)  the  approval 
has  expired.  Except  for  those  approvals 
which  have  expired,  all  other  termina¬ 
tions  of  approvals  made  by  this  docu¬ 
ment  shall  be  made  effective  upon  the 
thirty-first  day  after  the  date  of  publica¬ 
tion  of  this  document  in  the  Federal 
Register.  Notwithstanding  this  termi¬ 
nation  of  approval  of  any  item  of  equip¬ 
ment  as  listed  in  this  document,  such 
equipment  in  service  may  be  continued 
in  use  so  long  as  such  equipment  is  in 
good  and  serviceable  condition. 

BUOYANT  CUSHIONS,  NON-STANDARD 

Termination  of  Approval  No.  160.008/ 
400/0,  14"  x  29"  x  2"  rectangular  buoy¬ 
ant  cushion,  36  oz.  kapok,  dwg.  No.  102 
dated  October  21,  1948,  manufactured 
by  Nappe-Smith  Manufacturing  Co., 
Southard  Avenue,  Farmingdale,  N.  J. 
(Approved  Federal  Register  December 
2.  1948.  Termination  of  Approval  effec¬ 
tive  December  2,  1953.) 

Termination  of  Approval  No.  160.008/ 
401/0,  14"  x  18"  x  2"  rectangular  buoy¬ 
ant  cushion,  22  oz.  kapok,  dwg.  No.  103 
dated  December  16,  1948,  manufactured 
by  Nappe-Smith  Manufacturing  Co., 
Southard  Avenue,  Farmingdale,  N.  J. 
(Approved  Federal  Register  February  8, 


1949.  Termination  of  approval  effective 
February  8.  1954.) 

Termination  of  Approval  No.  160.008/ 
402/0,  15"  x  15"  x  2"  rectangular  buoy¬ 
ant  cushion,  20  oz.  kapok,  plastic  film 
cover,  plastic  straps,  heat  sealed  seams, 
stitched  ending  seam,  dwg.  No.  C-102, 
rev.  December  21,  1948,  and  dwg.  No. 
A-211  dated  December  21,  1948,  manu¬ 
factured  by  The  American  Pad  &  Textile 
Co.,  Greenfield,  Ohio.  (Approved  Fed¬ 
eral  Register  February  8,  1949.  Termi¬ 
nation  of  approval  effective  February  8, 
1954.) 

(R.  S.  4405,  4491,  54  Stat.  164,  166.  as  amended; 
46  U.  S.  C.  375,  489,  526e,  526p;  46  CFR 
160.008) 

BUOYANT  APPARATUS 

Termination  of  Approval  No.  160.010/ 
16/0,  buoyant  apparatus,  elliptical,  solid 
balsa  wood,  5-person  capacity,  dwg.  No. 
MDC-CG-100,  revised  October  7,  1948, 
manufactured  by  Modecraft  Co.,  Inc.,  300 
Wyckoff  Avenue,  Brooklyn  27,  N.  Y. 
(Approved  Federal  Register  December 
2,  1948.  Termination  of  approval  effec¬ 
tive  December  2.,  1953.) 

(R.  S.  4405  .  4417a,  4426,  4488,  4491.  49  Stat. 
1544,  54  Stat.  346,  and  sec.  5  (e),  55  Stat.  244, 
245,  as  amended:  46  U.  S.  C.  367,  375,  391a, 
404.  481.  489,  1333,  50  U.  S.  C.  App.  1275;  46 
CFR  160.010) 

DAVIT,  LIFEBOAT 

Termination  of  Approval  No.  160.032/ 
103/0,  mechanical  davit.  Type  24-40, 
straight  boom  sheath  screw,  approved 
for  maximum  working  load  of  11,500 
pounds  per  set  (5,750  pounds  per  arm) 
using  six  part  falls,  identified  by  arrange¬ 
ment  dwg.  No.  DB-201  dated  April  20, 
1948,  and  revised  November  3, 1948,  man¬ 
ufactured  by  Marine  Safety  Equipment 
Corp.,  Point  Pleasant,  N.  J.  (Approved 
Federal  Register  February  8,  1949. 
Termination  of  approval  effective  Feb¬ 
ruary  8,  1954. ) 

(R.  S.  4405,  4417a,  4426,  4481,  4488.  4491.  49 
Stat.  1544,  54  Stat.  346,  and  sec.  5,  55  Stat. 
244,  245,  as  amended;  46  U.  S.  C.  367,  375, 


391a.  404.  474,  481,  489,  1333,  50  U.  S.  C.  1275; 
46  CFR  160.032) 

lifeboats 

Termination  of  Approval  No.  160.035/ 
27/1,  28'  x  9'  x  4'  steel,  oar-propelled 
lifeboat,  59-person  capacity,  identified 
by  construction  and  arrangement  dwg. 
No.  G-355-F  dated  June  10,  1948,  manu¬ 
factured  by  C.  C.  Galbraith  &  Son,  Inc., 
99  Park  Place,  New  York  7,  N.  Y.  (Ap¬ 
proved  Federal  Register  December  2, 
1948.  Termination  of  approval  effective 
December  2,  1953.) 

Termination  of  Approval  No.  160.035/ 
29/1,  28.0'  x  10.0'  x  4.0'  steel,  hand-pro¬ 
pelled  lifeboat,  67-person  capacity,  iden¬ 
tified  by  construction  and  arrangement 
dwgs.  No.  G-246-D  dated  May  1,  1946, 
and  revised  Aug.  13,  1946,  and  No.  G-410 
dated  May  28,  1948,  and  revised  Septem¬ 
ber  16,  1948,  manufactured  by  C.  C.  Gal¬ 
braith  &  Son,  Inc.,  99  Park  Place,  New 
York  7,  N.  Y.  (Approved  Federal  Reg¬ 
ister  December  31,  1948.  Termination 
of  approval  effective  December  31,  1953.) 

Termination  of  Approval  No.  160.035/ 
166/0,  30'  x  10'  x  4'  steel,  hand-propelled 
lifeboat,  72-person  capacity,  identified 
by  construction  and  arrangement  dwg. 
No.  G-413  dated  July  20,  1948,  manu¬ 
factured  by  C.  C.  Galbraith  &  Son,  Inc., 
99  Park  Place,  New  York  7,  N.  Y.  (Ap¬ 
proved  Federal  Register  December  2, 
1948.  Termination  of  approval  effective 
December  2,  1953.) 

Termination  of  Approval  No.  160.035/ 
232/0,  15.0'  x  5.42'  x  2.25'  wood,  oar- 
propelled  lifeboat,  10-person  capacity, 
for  inland  waters  other  than  Great 
Lakes,  identified  by  dwg.  No.  148  L  B-1 
dated  September  20,  1948,  submitted  by 
Geo.  W.  Kneass  Co.,  Eighteenth  and 
Illinois  Streets,  San  Francisco  7,  Calif. 
(Approved  Federal  Register  February 
8,  1949.  Termination  of  approval  effec¬ 
tive  February  8,  1954.) 

Termination  of  Approval  No.  160.035/ 
237/0,  31.0'  x  10.5'  x  4.33'  steel,  hand- 
propelled  lifeboat,  82-person  capacity, 
identified  by  construction  and  arrange- 
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ment  dwg.  No.  3235  dated  August  20, 
1948,  manufactured  by  Welin  Davit  and 
Boat  Division  of  Continental  Copper  & 
Steel  Industries,  Inc.,  Perth  Amboy,  N.  J. 
(Approved  Federal  Register  February 
8.  1949.  Termination  of  approval  effec¬ 
tive  February  8,  1954.) 

(R.  S.  4405,  4417a,  4426,  4481,  4488,  4491, 
4492,  sec.  11,  35  Stat.  428,  49  Stat.  1544,  54 
Stat.  346,  and  sec.  5,  55  Stat.  244,  245,  as 
amended;  46  U.  S.  C.  367,  375,  391a,  396,  404, 
474.  481,  489,  490.  1333,  50  U.  S.  C.  App. 
1275;  46  CFR  160.035) 

VALVES,  SAFETY  (POWER  BOILERS)' 

Termination  of  Approval  No.  162.001/ 
144/0,  Type  1415AS,  Consolidated  carbon 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  300 
p.  s.  i.  and  600  p.  s.  i.  primary  service 
pressure  ratings,  650°  F.  maximum  tem¬ 
perature,  dwg.  No.  3VB953,  issued  March 
5,  1951,  approved  for  size  1*4"  and  ef¬ 
fective  discharge  area  of  0.307  square 
inches,  manufactured  by  Manning,  Max¬ 
well  &  Moore,  Inc.,  Stratford,  Conn. 
(Approved  Federal  Register  June  1, 
1951.) 

Termination  of  Approval  No.  162.001/ 
145/0,  Type  1415BS.  Consolidated  carbon 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  300  p.  s.  i. 
and  600  p.  s.  i.  primary  service  pressure 
ratings,  750°  F.  maximum  temperature, 
dwg.  No.  3VB953  issued  March  5.  1951, 
approved  for  size  1V2"  and  effective  dis¬ 
charge  area  of  0.307  square  inches,  man¬ 
ufactured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Stratford,  Conn.  (Approved  Fed¬ 
eral  Register  June  1,  1951.) 

Termination  of  Approval  No.  162.001/ 
146/0,  Type  1415CS,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed . 
spring,  fitted  with  spring  cover,  300  p.  s.  i. 
and  600  p.  s.  i.  primary  service  pressure 
ratings,  900°  F.  maximum  temperature, 
dwg.  No.  3VB953,  issued  March  5,  1951, 
approved  for  size  1 Vz  '  and  effective  dis¬ 
charge  area  of  0.307  square  inches,  man¬ 
ufactured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Stratford,  Conn.  (Approved  Fed¬ 
eral  Register  June  1,  1951.) 

Termination  of  Approval  No.  162.001/ 
147/0,  Type  1415GA.  Consolidated  carbon 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  300  p.  s.  i. 
and  600  p.  s.  i.  primary  service  pressure 
ratings,  650°  F.  maximum  temperature, 
dwg.  No.  3VB953,  issued  March  5,  1951, 
approved  for  size  1  *4  "  and  effective  dis¬ 
charge  area  of  0.503  square  inches,  man¬ 
ufactured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Stratford,  Conn.  (Approved  Fed¬ 
eral  Register  June  1,  1951.) 

Termination  of  Approval  No.  162.001/ 
148/0,  Type  No.  1415GB,  Consolidated 
carbon  steel  body  pop  safety  valve,  ex¬ 
posed  spring,  fitted  with  spring  cover,  300 
P  s.  i.  and  600  p.  s.  i.  primary  service 
pressure  ratings,  750°  F.  maximum  tem¬ 
perature,  dwg.  No.  3VB953  issued  March 
5,  1951,  approved  for  size  l*/2"  and  ef¬ 
fective  discharge  area  of  0.503  square 
Inches,  manufactured  by  Manning,  Max¬ 
well  &  Moore,  Inc.,  Stratford,  Conn. 

( Approved  Federal  Register  June  1, 
1951.) 

Termination  of  Approval  No.  162.001/ 
149/0,  Type  1415GC,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed 


spring,  fitted  with  spring  cover,  300  p.  s.  1. 
and  600  p.  s.  i.  primary  service  pressure 
ratings,  900°  F.  maximum  temperature, 
dwg.  No.  3VB953,  issued  March  5,  1951, 
approved  for  size  1*/^"  and  effective  dis¬ 
charge  area  of  0.503  square  inches,  man¬ 
ufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Approved 
Federal  Register  June  1,  1951.) 

Termination  of  Approval  No.  162.001/ 
150/0,  Type  1415JA,  Consolidated  carbon 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  450 
p.  s.  i.  maximum  allowable  pressure, 
650°  F.  maximum  temperature,  dwg.  No. 
3VB953  issued  March  5,  1951,  approved 
for  size  4"  and  effective  discharge  area 
of  4.340  square  inches,  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford,  Conn.  (Approved  Federal  Register 
June  1,  1951.) 

Termination  of  Approval  No.  162.001/ 
151/0,  Type  1415JB,  Consolidated  carbon 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  450  p.  s.  i. 
maximum  allowable  pressure,  750°  F. 
maximum  temperature,  dwg.  No.  3VB953, 
issued  March  5,  1951,  approved  for  size 
4"  and  effective  discharge  area  of  4.340 
square  inches,  manufactured  by  Mann¬ 
ing,  Maxwell  &  Moore,  Inc.,  Stratford, 
Conn.  (Approved  Federal  Register  June 
1,  1951.) 

Termination  of  Approval  No.  162.001/ 
152/0,  Type  1415JC,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  450  p.  s.  i. 
maximum  allowable  pressure,  900°  F. 
maximum  temperature,  dwg.  No.  3VB953, 
issued  March  5,  1951,  approved  for  size 
4”  and  effective  discharge  area  of  4.340 
square  inches,  manufactured  by  Mann¬ 
ing,  Maxwell  &  Moore,  Inc.,  Statford, 
Conn.  (Approved  Federal  Register  June 
1,  1951.) 

Termination  of  Approval  No.  162.001/ 
157/0,  Type  1556HA.  Consolidated  carbon 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  900 
p.  s.  i.  primary  service  pressure  rating, 
650°  F.  maximum  temperature,  dwg.  No. 
3VG953  issued  April  13,  1951,  approved 
for  size  1*4"  only,  manufactured  by 
Manning.  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford,  Conn.  (Approved  Federal  Regis¬ 
ter  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
159/0,  Type  1556HB,  Consolidated  car¬ 
bon  steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  900 
p.  s.  i.  primary  service  pressure  rating, 
750°  F.  maximum  temperature,  dwg.  No. 
3VG953  issued  April  13,  1951;  approved 
for  size  l*/2"  only,  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford,  Conn.  (Approved  Federal  Regis¬ 
ter  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
161/0,  Type  1556HC,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  900 
p.  s.  i.  primary  service  pressure  rating, 
900°  F.  maximum  temperature,  dwg.  No. 
3VG953  issued  April  13,  1951,  approved 
for  size  1*4"  only,  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford,  Conn.  (Approved  Federal  Register 
June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
163/0,  Type  1556HD,  Consolidated  alloy 


steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  900 
p.  s.  i.  primary  service  pressure  rating, 
1,000°  F.  maximum  temperature,  dwg. 
No.  3VG953  issued  April  13,  1951,  ap¬ 
proved  for  size  1*4"  only,  manufactured 
by  Manning,  Maxwell  &  Moore,  Inc., 
Stratford,  Conn.  (Approved  Federal 
Register  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
165/0,  Type  1557HRA,  Consolidated 
carbon  steel  body  pop  safety  valve,  ex¬ 
posed  spring,  fitted  with  spring  cover, 
1,200  p.  s.  i.  maximum  pressure,  650°  F. 
maximum  temperature,  dwg.  No.  3VE953 
issued  April  13,  1951,  approved  for  sizes 
2",  2*4",  3"  and  4",  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford,  Conn.  (Approved  Federal  Regis¬ 
ter  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
166/0,  Type  1557HRB.  Consolidated  car¬ 
bon  steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  1,200 
p.  s.  i.  maximum  pressure,  750°  F.  maxi¬ 
mum  temperature,  dwg.  No.  3VE953 
issued  April  13,  1951,  approved  for  sizes 
2",  2*/2",  3"  and  4",  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford.  Conn.  (Approved  Federal  Regis¬ 
ter  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
167/0,  Type  1557HRC,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  1200 
p.  s.  i.  maximum  pressure.  900°  F.  maxi¬ 
mum  temperature,  dwg.  No.  3VE953  is¬ 
sued  April  13,  1951,  approved  for  sizes 
2",  2*4",  3"  and  4",  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford,  Conn.  (Approved  Federal  Regis¬ 
ter  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
168/0,  Type  1557HRD,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  1200 
p.  s.  i.  maximum  pressure,  1,000°  F.  max¬ 
imum  temperature,  dwg.  No.  3VE953 
issued  April  13,  1951,  approved  for  sizes 
2",  2*4",  3"  and  4",  manufactured  by 
Manning,  Maxwell  &  Moore,  Inc.,  Strat¬ 
ford,  Conn.  (Approved  Federal  Regis¬ 
ter  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
170/0,  Type  1557RA,  Consolidated  carbon 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  1500 
p.  s.  i.  primary  service  pressure  rating, 
650°  F.  maximum  temperature,  dwg.  No. 
3VF953  issued  April  13,  1951,  approved 
for  sizes  2",  2*/2",  and  3",  manufactured 
by  Manning,  Maxwell  &  Moore,  Inc., 
Stratford,  Conn.  (Approved  Federal 
Register  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
172/0,  Type  1557RB,  Consolidated  car¬ 
bon  steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  1,500 
p.  s.  i.  primary  service  pressure  rating, 
750°  F.  maximum  temperature,  dwg.  No. 
3VF953  issued  April  13,  1951,  approved 
for  sizes  2",  2*/2"  and  3",  manufactured 
by  Manning,  Maxwell  &  Moore,  Inc., 
Stratford,  Conn.  (Approved  Federal 
Register  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
174/0,  Type  1557RC,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  1,500 
p.  s.  i.  primary  service  pressure  rating. 
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900*  P.  maximum  temperature,  dwg. 
No.  3VP953  issued  April  13,  1951,  ap¬ 
proved  for  sizes  2",  2‘/2"  and  3",  manu¬ 
factured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Stratford,  Conn.  (Approved  Fed¬ 
eral  Register  June  26,  1951.) 

Termination  of  Approval  No.  162.001/ 
176/0,  Type  1557RD,  Consolidated  alloy 
steel  body  pop  safety  valve,  exposed 
spring,  fitted  with  spring  cover,  1,500 
p.  s.  i.  primary  service  pressure  rating, 
1,000°  F.  maximum  temperature,  dwg. 
No.  3VF953  issued  April  13,  1951,  ap¬ 
proved  for  sizes  2",  2x/z"  and  3",  manu¬ 
factured  by  Manning,  Maxwell  &  Moore, 
Inc.,  Stratford,  Conn.  (Approved  Fed¬ 
eral  Register  June  26,  1951.) 

<R.  S.  4405.  4417a,  4418,  4426.  4433,  4491,  49 
Stat.  1544,  54  Stat.  346,  and  sec.  5,  55  Stat. 
244.  245,  as  amended;  46  U.  S.  C.  367,  375, 
391a,  392.  404,  411,  489,  1333,  50  U.  S.  C.  App. 
1275;  46  CFR  162.001) 

BOILERS,  HEATING 

Termination  of  Approval  No.  162.003/ 
76/0,  Model  No.  350A,  cast  iron  hot  water 
heating  boiler,  maximum  working  pres¬ 
sure  15  p.  s.  i.,  manufactured  by  Werner 
Foundry,  Inc.,  Lansdale,  Pa.  (Approved 
Federal  Register  December  31,  1948. 
Termination  of  approval  effective  De¬ 
cember  31,  1953.) 

Termination  of  Approval  No.  162.003/ 
77/0,  Model  No.  16,  cast  iron  hot  water 
heating  boiler,  maximum  working  pres¬ 
sure  15  p.  s.  i.,  manufactured  by  Werner 
Foundry,  Inc.,  Lansdale,  Pa.  (Approved 
Federal  Register  December  31,  1948. 
Termination  of  approval  effective  De¬ 
cember  31,  1953.) 

(R.  S.  4405.  4417a.  4418,  4426,  4433,  4434,  4491, 
49  Stat.  1544,  54  Stat.  346,  and  sec.  5,  55  Stat. 
244,  245,  as  amended;  46  U.  S.  C.  367,  375, 
391a,  392,  404,  411,  412,  489,  1333,  50  U.  S.  C. 
App.  1275;  46  CFR  Part  52) 

Dated:  March  19,1954. 

[seal!  Merlin  O’Neill, 

Vice  Admiral,  U.  S.  Coast  Guard, 

Commandant. 

[F.  R.  Doc.  54-2110:  Filed,  Mar.  24,  1954; 
8:54  a.  m.J 
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Afproval  of  Equipment 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Order 
No.  120,  dated  July  31,  1950  (15  F.  R. 
6521),  and  in  compliance  with  the  au¬ 
thorities  cited  with  each  item  of  equip¬ 
ment:  It  is  ordered,  That: 

(a)  All  the  approvals  listed  in  this 
document  which  extend  these  approvals 
previously  published  in  the  Federal  Reg¬ 
ister  are  prescribed  and  shall  be  in  effect 
for  a  period  of  five  years  from  their 
respective  dates  as  indicated  at  the  end 
of  each  approval,  unless  sooner  canceled 
or  suspended  by  proper  authority:  and 
(b>  All  the  other  approvals  listed  in 
this  document  (which  are  not  covered  by 
paragraph  (a)  above)  are  prescribed 
and  shall  be  in  effect  for  a  period  of 
five  years  from  the  date  of  publication 
of  this  document  in  the  Federal  Register 
unless  sooner  canceled  or  suspended  by 
proper  authority;  and 


(c)  The  document  CGFR  53-53  ap¬ 
pearing  in  the  Federal  Register  dated 
December  15,  1953  (18  F.  R.  8210-8212), 
regarding  approval  of  equipment,  shall 
be  corrected  as  indicated  below. 

LIFE  PRESERVERS,  KAPOK,  ADULT  AND  CHILD 
(JACKET  TYPE) 

Approval  No.  160.002/40/0,  Model  2, 
adult  kopok  life  preserver,  U.  S.  C.  G. 
Specification  Subpart  160.002,  manu¬ 
factured  by  Stearns  Manufacturing  Co., 
West  Division  Street  at  Thirtieth,  St. 
Cloud,  Minn. 

Approval  No.  160.002/41/0,  Model  6, 
child  kapok  life  preserver,  U.  S.  C.  G. 
Specification  Subpart  160.002,  manufac¬ 
tured  by  Stearns  Manufacturing  Co., 
West  Division  Street  at  Thirtieth, 
St.  Cloud,  Minn. 

Approval  No.  160.002/42/0,  Model  2, 
adult  kapok  life  preserver,  U.  S.  C.  G. 
Specification  Subpart  160.002,  manufac¬ 
tured  by  Atlas  Products,  2459  University 
Avenue,  St.  Paul  14,  Minn. 

Approval  No.  160.002/43/0,  Model  6, 
child  kapok  life  preserver,  U.  S.  C.  G. 
Specification  Subpart  160.002,  manufac¬ 
tured  by  Atlas  Products.  2459  University 
Avenue.  St.  Paul  14,  Minn. 

Approval  No.  160.002/44/0,  Model  2, 
adult  kapok  life  preserver,  U.  S.  C.  G. 
Specification  Subpart  160.002,  manufac¬ 
tured  by  Seattle  Quilt  Manufacturing 
Co.,  Inc.,  310  First  Avenue,  South, 

Seattle  4,  Wash. 

Approval  No.  160.002/45/0,  Model  6, 
child  kapok  life  preserver,  U.  S.  C.  G. 
Specification  Subpart  160.002,  manufac¬ 
tured  by  Seattle  Quilt  Manufacturing 
Co.,  Inc.,  310  First  Avenue,  South, 

Seattle  4,  Wash. 

(R.  S.  4405,  4417a,  4426.  4488,  4491,  4492,  sec. 
11.  35  Stat.  428,  49  Stat.  1544,  54  Stat.  164, 
166,  346,  and  sec.  5,  55  Stat.  244,  245,  as 
amended;  46  U.  S.  C.  367,  375,  391a,  396,  404, 
481,  489,  490,  526e,  526p,  1333,  50  U.  S.  C.  App. 
1275;  46  CFR  160.002) 

CLEANING  PROCESS  FOR  LIFE  PRESERVERS 

Note:  Where  buoyancy  fillers  are  not  re¬ 
moved  from- envelope  covers  during  cleaning 
process. 

Approval  No.  160.006/22/0,  Northwest 
cleaning  process  for  cork  and  kapok  life 
preservers,  as  outlined  in  description  of 
process  submitted  with  letter  of  Novem¬ 
ber  24,  1953,  from  Northwest  Industrial 
Laundry  Co.,  1848  Northwest  Twenty- 
third  Avenue,  Portland  10,  Oreg. 

(R.  S.  4405,  4417a,  4426,  4482,  4488.  4491,  sec. 
11,  35  Stat.  428,  49  Stat.  1544,  54  Stat.  164,  166, 
346,  and  sec.  5.  55  Stat.  244,  245,  as  amended; 
46  U.  S.  C.  367,  375,  391,  396,  404,  475,  481, 
489,  526e,  526p,  1333,  50  U.  S.  C.  App.  1275; 
46  CFR  160.006) 

BUOYANT  CUSHIONS,  KAPOK,  STANDARD 

Note:  Approved  for  use  on  motorboats  of 
Classes  A,  1,  or  2  not  carrying  passengers  for 
hire. 

Approval  No.  160.007/76/0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Spec¬ 
ification  Subpart  160.007,  manufactured 
by  Helendon  Bedding,  Inc.,  730  West  Lex¬ 
ington  Street,  Baltimore  1,  Md.  (Exten¬ 
sion  of  the  approval  published  in  the 
Federal  Register  December  31,  1948,  ef¬ 
fective  December  31, 1953.) 

Approval  No.  160.007/139/0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Spec¬ 


ification  Subpart  160.007,  manufactured 
by  The  American  Pad  &  Textile  Co., 
Greenfield.  Ohio,  for  Gamble-Skogmo, 
Inc.,  15  North  Eighth  Street,  Minneapolis 
3,  Minn. 

Approval  No.  160.007/140/0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Speci¬ 
fication  Subpart  160.007,  manufactured 
by  Merit  Manufacturing  Corp.,  92-15 
One  Hundred  and  Seventy-second  Street, 
Jamaica  3,  N.  Y„  for  Revere  Supply  Co., 
Inc.,  30  Front  Street,  New  York  4,  N.  Y. 

Approval  No.  160.007/141/0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Speci¬ 
fication  Subpart  160.007,  manufactured 
by  Style-Crafters,  Inc.,  Box  3312,  Station 
A,  Greenville,  S.  C.,  for  Southern  Sales 
Co..  920  Lafayette  Building,  Philadelphia, 

6,  Pa. 

Approval  No.  160.007/143/0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Speci¬ 
fication  Subpart  160.007,  manufactured 
by  Style-Crafters,  Inc..  Box  3312,  Station 
A,  Greenville,  S.  C.,  for  Harry  Miller  Co., 
244  Atlantic  Avenue  at  Central  Wharf, 
Boston  10.  Mass. 

Approval  No.  160.007/144/0,  Standard 
kapok  buoyant  cushion,  U.  S.  C.  G.  Speci¬ 
fication  Subpart  160.007,  manufactured 
by  Sunde  &  d’Evers  Co.,  Colman  Ferry 
Terminal,  Seattle  4.  Wash. 

(R.  S.  4405,  4491,  54  Stat.  164,  166.  as 
amended;  46  U.  S.  C.  375,  489,  526e,  52Gp;  46 
CFR  160.007) 

BUOYANT  CUSHIONS,  NON-STANDARD 

Note:  Approved  for  use  on  motorboats  of 
Classes  A,  1,  or  2  not  carrying  passengers  for 
hire. 

Approval  No.  160.008  404/0.  15”  x  15" 
x  2”  rectangular  buoyant  cushion,  20-oz. 
kapok,  specifications  contained  in  man¬ 
ufacturer’s  letter  dated  January  11,  1949, 
manufactured  by  the  Holiday  Line,  Inc. 

<  formerly  Plastictronics,  Inc. ) ,  54  Greene 
Street,  New  York  13,  N.  Y.  (Extension 
of  the  approval  published  in  Federal 
Register  February '8,  1949,  effective  Feb¬ 
ruary  8,  1954.) 

Approval  No.  160.008/594/0,  15”  x  15" 
x  2”  rectangular  buoyant  cushion,  36-oz. 
fibrous  glass,  dwg.  dated  October  23,  1953,  B 
manufactured  by  Fiberglass-Evercoat 
Co..  407  West  Court  Street,  Cincinnati  3, 
Ohio. 

Approval  No.  160.008 '595/0.  14”  x  18" 
x  2”  rectangular  buoyant  cushion,  22-oz. 
kapok,  American  Pad  &  Textile  Co.  dwg. 
Nos.  B-66,  dated  January  23,  1942,  revised 
March  6,  1946,  and  A-87,  dated  March 
16,  1953,  manufactured  by  the  American 
Pad  &  Textile  Co.,  Greenfield,  Ohio,  for 
Gamble-Skogmo,  Inc.,  15  North  Eighth 
Street,  Minneapolis  3,  Minn. 

Rectangular  buoyant  cushions  manu¬ 
factured  by  the  Safegard  Corp.,  Box  66, 
Station  B.  Cincinnati.  Ohio,  dwg.  dated 
October  31,  1953,  in  the  following  sizes 
with  the  amount  of  kapok  indicated  for 
each  size: 


Approval  No. 

Rixe 

(inches) 

Kapok 

(ounces) 

ifio.no8/.r%/o . 

14  x  18  x  2 

ttW 

16O.OO8/S07/O . 

14  x  20  x  2 

25 

160.008/598/0 . 

14  x  86  x  2 

14  x  54  x  2 

45 

100.008/500/0 . 

67 

- 

Approval  No.  160.008/601/0,  15"  * 
15”  x  2”  rectangular  buoyant  cushion, 
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20-oz.  kapok.  Merit  Manufacturing  Corp. 
dwg.  dated  November  11,  1953,  manufac¬ 
tured  by  Merit  Manufacturing  Corp.,  92- 
15  I72d  St.,  Jamaica  3,  N.  Y.,  for  Revere 
Supply  Co.,  Inc.,  30  Front  Street,  New 
York  4,  N.  Y. 

Approval  No.  160.008/602/0,  13"  x 
21"  x  2"  rectangular  buoyant  cushion, 
24-oz.  kapok,  Style-Crafters,  Inc.,  dwg. 
No.  MKO<S)-21,  dated  October  29,  1953, 
manufactured  by  Style-Crafters,  Inc., 
Box  3312,  Station  A,  Greenville,  S.  C., 
for  Southern  Sales  Co.,  920  Lafayette 
Building,  Philadelphia  6,  Pa. 

Approval  No.  160.008/603/0,  15"  x 
15"  x  2"  rectangular  buoyant  cushion, 
20-oz.  kapok,  Style-Crafters,  Inc.,  dwg. 
No.  MKP-15,  dated  December  9,  1952, 
manufactured  by  Style-Crafters,  Inc., 
Box  3312,  Station  A,  Greenville,  S.  C., 
for  Southern  Sales  Co.,  920  Lafayette 
I  Building,  Philadelphia  6,  Pa. 

Approval  No.  160.008  605/0,  15"  x 
15"  x  2"  rectangular  buoyant  cushion, 
20-oz.  kapok,  specifications  dated  De¬ 
cember  10,  1953,  manufactured  by 

Willis  Manufacturing  Co.,  3007  Huldy, 
Houston,  Tex. 

Approval  No.  160.008/606/0,  15"  x  15" 
x  2"  rectangular  buoyant  cushion,  20-oz. 
kapok,  Style-Crafters,  Inc.,  dwg.  No. 
MKP-15,  dated  December  9, 1952,  manu¬ 
factured  by  Style-Crafters,  Inc.,  Box 
3312,  Station  A,  Greenville,  S.  C.,  for 
Harry  Miller  Co.,  244  Atlantic  Avenue  at 
Central  Wharf,  Boston  10,  Mass. 

Approval  No.  160.008/607/0,  15"  x 
24Vs>"  x  2"  rectangular  buoyant  cushion, 
33-oz.  kapok,  dwg.  No.  10,  dated  Decem¬ 
ber  24,  1953,  manufactured  by  Stearns 
Manufacturing  Co.,  West  Division  Street 
at  30th,  St.  Cloud,  Minn. 

Approval  No.  160.008  608/0,  15"  x  27" 
x2"  rectangular  buoyant  cushion,  36-oz. 
kapok,  dwg.  No.  11,  dated  December  24, 
1953,  manufactured  by  Stearns  Manu¬ 
facturing  Co.,  West  Division  Street  at 
30th,  St.  Cloud,  Minn. 

(R.  8.  4405.  4491,  54  Stat.  164.  166,  as 
amended;  46  U.  8.  C.  375,  489,  526e,  526p; 
46  CFR  160.008) 

WINCH,  LIFEBOAT 

Approval  No.  160.015/50/1,  Type  HM 
lifeboat  winch  for  use  with  mechanical 
davits,  fitted  with  wire  rope  not  more 
than  Vi-inch  in  diameter  and  with  not 
more  than  7  wraps  of  the  falls  on  the 
drums,  approval  is  limited  to  mechanical 
components  and  for  a  maximum  work¬ 
ing  load  of  6,600  pounds  pull  at  the 
drums  (3,300  pounds  per  fall) ;  identi¬ 
fied  by  left  hand  assembly  dwg.  No.  L- 
22000-E3  dated  April  8,  1949,  and  revised 
June  19,  1951,  manufactured  by  Marine 
Safety  Equipment  Corp.,  Point  Pleasant, 
N.  J.  (Supersedes  Approval  No.  160.015/ 
50/0  published  in  the  Federal  Register 
October  4,  1951.) 

(R  8.  4405.  4417a,  4426,  4488.  4491,  49  Stat. 
1544,  54  Stat.  346,  and  sec.  5,  55  Stat.  244,  245, 
as  amended;  46  U.  S.  C.  367,  375,  391a,  404, 
*81,  489,  1333,  50  U.  8.  C.  App.  1275;  46  CFR 
180.015) 

LADDERS,  EMBARKATION-DEBARKATION 
(FLEXIBLE) 

Approval  No.  160.017/4/2,  Type  241-A 
embarkation-debarkation  ladder,  chain 
suspension,  steel  ears,  dwg.  No.  241-A, 
dated  February  21,  1950,  revised  Decem¬ 


ber  9, 1953,  manufactured  by  Great  Bend 
Manufacturing  Corp.,  George  Washing¬ 
ton  Bridge  Plaza,  Fort  Lee,  N.  J.  (Super¬ 
sedes  Approval  No.  160.017/4/1  published 
in  the  Federal  Register  July  25,  1950.) 

Approval  No.  160.017/5/2,  Type  241-B, 
embarkation-debarkation  ladder,  chain 
suspension,  aluminum  ears,  dwg.  No. 
241-B,  dated  February  21,  1950,  revised 
December  9,  1953,  manufactured  by 
Great  Bend  Manufacturing  Corp.,  George 
Washington  Bridge  Plaza.  Fort  Lee,  N.  J. 
(Supersedes  Approval  No.  160.017/5/1 
published  in  the  Federal  Register  July 
25,  1950.) 

Approval  No.  160.017/17/1,  Fig.  017- 
S.  C.  embarkation-debarkation  ladder, 
chain  suspension,  steel  ears,  dwg.  No. 
017-1,  rev.  F,  dated  November  24,  1953, 
manufactured  by  Allain  Marine  Sales 
Co.,  2122  Kentucky  Street,  New  Orleans, 
La.  (Supersedes  Approval  No.  160.017/ 
17/0  published  in  the  Federal  Register 
October  6,  1953.) 

Approval  No.  160.017/18/1,  Fig.  017- 
A.  C.  embarkation-debarkation  ladder, 
chain  suspension,  aluminum  ears,  dwg. 
No.  017-1,  rev.  F,  dated  November  24, 
1953,  manufactured  by  Allain  Marine 
Sales  Co.,  2122  Kentucky  Street,  New 
Orleans,  La.  (Supersedes  Approval  No. 
160.017/18/0  published  in  the  Federal 
Register  October  6,  1953.) 

(R.  S.  4405,  4426,  4488,  4491,  49  Stat.  1544, 
54  Stat.  346,  and  sec.  5,  55  Stat.  244,  245.  as 
amended;  46  U.  S.  C.  367.  375,  404.  481.  489, 
1333,  50  U.  S.  C.  App.  1275;  46  CFR  59.63, 
76.56a,  94.55a,  113.47a,  160.017) 

NOZZLES,  WATER  SPRAY  (1 1/2  INCH  FIXED 
TYPE) 

Approval  No.  160.025/11/0,  Model 
L-ll  A,  water  spray  nozzle,  dwg.  No. 
S-120  dated  April  18,  1941,  rev.  January 
18,  1944,  and  dwg.  No.  S-121  dated  April 
18,  1941,  rev.  November  3,  1945,  manu¬ 
factured  by  Rockwood  Sprinkler  Co., 
38  Harlow  Street,  Worcester  5,  Mass. 
(Extension  of  the  approval  published  in 
Federal  Register  December  31,  1948, 
effective  December  31,  1953.) 

(R.  S.  4405,  4417a,  4426,  4491,  49  Stat.  1544, 
54  Stat.  1028,  and  sec.  5,  55  Stat.  244,  245, 
as  amended;  46  U.  S.  C.  367,  375.  391a.  404, 
489,  463a,  50  U.  S.  C.  App.  1275;  46  CFR 
34.10-40,  76.10-10,  95.10-10) 

CONTAINERS,  EMERGENCY  PROVISIONS  AND 
WATER 

Approval  No.  160.026/24  '0,  Container 
for  emergency  drinking  water,  dwg.  dated 
October  6.  1953,  manufactured  by  Sci¬ 
entific  Distilling  Co.,  12710  Aurora  Ave¬ 
nue,  Seattle  33,  Wash. 

(R.  S.  4405,  4417a,  4426.  49  Stat.  1544, 
54  Stat.  346,  and  sec.  5,  55  Stat.  244.  245, 
as  amended;  46  U.  S.  C.  367,  375,  391a,  404, 
489,  1333,  50  U.  S.  C.  App.  1275;  46  CFR 
33.15-1,  75.20-15  (kk).  75.20-20  (n).  94.20-15 
(11),  94.20-20  (n)) 

DAVITS,  LIFEBOAT 

Approval  No.  160.032/47/2,  gravity 
davit,  type  G-105S  (formerly  type  60- 
75),  approved  for  maximum  working 
load  of  21,000  pounds  per  set  (10,500 
pounds  per  arm),  using  2  part  falls, 
identified  by  arrangement  dwg.  No.  3368- 
2,  rev.  A  dated  September  11, 1953,  manu¬ 
factured  by  Welin  Davit  and  Boat  Divi¬ 
sion  of  Continental  Copper  &  Steel 


Industries,  Inc.,  Perth  Amboy,  N.  J. 
(Supersedes  Approval  No.  160.032/47/1 
published  in  the  Federal  Register  Febru¬ 
ary  18,  1953.) 

Approval  No.  160.032/142/0,  mechan¬ 
ical  davit,  straight  boom  sheath  screw, 
type  24-40  MKII,  approved  for  maximum 
working  load  of  12,000  pounds  per  set 
(6,000  pounds  per  arm),  identified  by 
general  arrangement  dwg.  No.  5011-1E, 
rev.  A  dated  September  2,  1953,  manu¬ 
factured  by  Marine  Safety  Equipment 
Corp.,  Point  Pleasant,  N.  J. 

(R.  8.  4405,  4417a,  4426,  4481,  4488,  4491.  49 
Stat.  1544,  54  Stat.  346,  and  sec.  5,  55  Stat. 
244,  245,  as  amended;  46  U.  S.  C.  367,  375, 
391a,  404,  474,  481,  489,  1333,  50  U.  8.  C.  1275; 
46  CFR  160.032) 

LIFEBOATS 

Approval  No.  160.035/9/1,  14.0'  x  5.0'  x 
2.2'  steel,  oar-propelled  lifeboat,  9-per¬ 
son  capacity,  identified  by  construction 
and  arrangement  dwg.  No.  G-1409  dated 
September  29,  1953,  manufactured  by 
C.  C.  Galbraith  &  Son,  Inc.,  99  Park 
Place,  New  York  7,  N.  Y.  (Reinstates 
and  supersedes  Approval  No.  160.035/9/0 
terminated  in  the  Federal  Register 
October  1,  1952.) 

Approval  No.  160.035/54/1,  26.0'  x  8.3' 
x  3.6'  aluminum,  oar-propelled  lifeboat, 
46-person  capacity,  identified  by  con¬ 
struction  and  arrangement  dwg.  No. 
2815-A  dated  March  5,  1953,  and  revised 
November  2,  1953,  manufactured  by 
Welin  Davit  and  Boat  Division  of  Con¬ 
tinental  Copper  &  Steel  Industries,  Inc., 
Perth  Amboy,  N.  J.  (Reinstates  and 
supersedes  Approval  No.  160.035/54/0 
terminated  in  the  Federal  Register 

Ontnhpr  1  1Q59  ) 

Approval  No.  160.035/66/1,  36.5'  x 
11.75'  x  5.25'  aluminum,  hand-propelled 
lifeboat,  135-person  capacity,  identified 
by  construction  and  arrangement  dwg. 
No.  2894-A  dated  April  24,  1945,  and  re¬ 
vised  November  12,  1953,  manufactured 
by  Welin  Davit  and  Boat  Division  of 
Continental  Copper  &  Steel  Industries, 
Inc.,  Perth  Amboy,  N.  J.  (Reinstates 
and  supersedes  Approval  No.  160.035/ 
66/0  terminated  in  the  Federal  Register 
October  1,  1952.) 

Approval  No.  160.035/94/1,  20.0'  x  6.0'  x 
2.5'  steel,  oar-propelled  lifeboat,  18-per¬ 
son  capacity,  identified  by  general  ar¬ 
rangement  and  construction  dwg.  No. 
49R^2020  dated  May  5,  1950,  and  revised 
November  23,  1953,  manufactured  by 
Lane  Lifeboat  &  Davit  Corp.,  8920 
Twenty-sixth  Avenue,  Brooklyn  14,  N.  Y. 
(Reinstates  and  supersedes  Approval  No. 
160.035/94/0  terminated  in  the  Federal 
Register  October  1,  1952.) 

Approval  No.  160.035/307/0,  16.0'  x 
5.5'  x  2.38'  aluminum,  oar-propelled  life¬ 
boat,  12-person  capacity,  identified  by 
construction  and  arrangement  dwg.  No. 
3473  dated  April  7,  1953,  and  revised  No¬ 
vember  19,  1953,  manufactured  by  Welin 
Davit  and  Boat  Division  of  Continental 
Copper  &  Steel  Industries,  Inc.,  Perth 
Amboy,  N.  J. 

Aproval  No.  160.035/315/0.  28.0'  x 
9.0'  x  4.0'  steel,  motor-propelled  lifeboat 
without  radio  cabin  (Class  B),  50-person 
capacity,  identified  by  construction  and 
arrangement  dwg.  No.  3486  dated  August 
10,  1953,  and  revised  January  15,  1954, 
manufactured  by  Welin  Davit  and  Boat 
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NOTICES 


Division  of  Continental  Copper  &  Steel 
Industries,  Inc.,  Perth  Amboy,  N.  J. 

(R.  8.  4405.  4417a.  4426.  4481,  4488.  4491.  4492, 
sec.  11.  35  Stat.  428.  49  Stat.  1544.  54  Stat.  346. 
and  sec.  5,  55  Stat.  244,  245,  as  amended;  46 
U.  S.  C.  367.  375.  391a.  396.  404.  474,  481,  489, 
490.  1333,  50  U.  S.  C.  App.  1275;  46  CFR 
160.035) 

LIGHTS  (WATER)  :  ELECTRIC,  FLOATING,  AU¬ 
TOMATIC  (WITH  BRACKET  FOR  MOUNT¬ 
ING) 

Approval  No.  161.001/1/1,  automatic 
floating  electric  water  light  (with  bracket 
for  mounting),  dwg.  No.  1000  dated  July 
16,  1948.  alt.  2,  manufactured  by  Sea 
Light  Engineering  Co.,  P.  O.  Box  409, 
Silver  Spring,  Md.  (Extension  of  the 
approval  published  in  Federal  Register 
December  31, 1948,  effective  December  31, 
1953.) 

(R.  8.  4405.  4417a.  4426,  4488.  4491,  49  Stat. 
1544.  54  Stat.  346,  and  sec.  5  (e),  55  Stat.  244. 
as  amended;  46  U.  S.  C.  367.  404.  481,  1333.  50 
U.  S.  C.  1275;  46  CFR  161.001) 

FLASHLIGHTS,  ELECTRIC,  HAND 

Approval  No.  161.008/5/0,  No.  1918 
watertight  flashlight,  Type  I.  size  No.  2 
(2-cell),  identified  by  assembly  dwg.  No. 
F-896-3C  dated  September  27,  1948,  and 
revised  October  6,  1948,  manufactured 
by  Bright  Star  Battery  Co.,  Clifton,  N.  J. 
(Extension  of  the  approval  published  in 
Federal  Register  February  8,  1949,  ef¬ 
fective  February  8,  1954.) 

Approval  No.  161.008/6/0,  No.  1925 
watertight  flashlight,  Type  I,  size  No.  3 
(3-cell),  identified  by  assembly  dwg.  No. 
F-896-3C  dated  September  27,  1948,  and 
revised  October  6,  1948,  manufactured 
by  Bright  Star  Battery  Co.,  Clifton,  N.  J. 
(Extension  of  the  approval  published  in 
Federal  Register  February  8,  1949,  ef¬ 
fective  February  8,  1954.) 

Approval  No.  161.008/7/0,  No.  1917  ex¬ 
plosion-proof  flashlight.  Type  II,  size 
No.  2  (2-cell),  identified  by  assembly 
dwg.  No.  F-894-3C  dated  September  24, 
1948,  and  revised  October  5,  1948,  manu¬ 
factured  by  Bright  Star  Battery  Co., 
Clifton,  N.  J.  (Extension  of  the  approval 
published  in  Federal  Register  February 
8,  1949,  effective  February  8,  1954.) 

Approval  No.  161.008/8/0,  No.  1924 
explosion-proof  flashlight.  Type  II,  size 
No.  3  (3-cell),  identified  by  assembly 
dwg.  No.  F-894-3C  dated  September  24, 
1948,  and  revised  October  5,  1948,  manu¬ 
factured  by  Bright  Star  Battery  Co.. 
Clifton.  N.  J.  (Extension  of  the  approval 
published  in  Federal  Register  February 
8,  1949,  effective  February  8,  1954.) 

(R.  8.  4405.  4417a,  4426.  4491,  49  Stat.  1544, 
54  Stat.  346,  and  sec.  5  (e),  55  Stat.  244,  245. 
as  amended;  46  U.  S.  C.  367,  375,  391a,  404, 
481,  1333,  50  U.  S.  C.  App.  1275;  46  CFR 
161.008) 


VALVES,  SAFETY  (POWER  BOILERS) 


Approval  No.  162.001/64/2,  Type  Series 
1515B.  carbon  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pres¬ 
sure  600  p.  s.  i.,  maximum  temperature 
750°  F.,  dwg.  No.  3VH953,  revised  Novem¬ 
ber  10.  1953,  approved  for  the  following 
sizes  and  type  numbers; 


Size: 


14" 

2".. 


24" 

3” _ 


Type  No. 
.  1515HB 
-  1515JB 
.  1515KB 
_  1515LB 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/64/1  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/65/2,  Type  Series 
1515C,  alloy  steel  body  pop  safety  valve, 
exposed  spring,  maximum  pressure  600 
p.  s.  i.,  maximum  temperature  900°  F., 
dwg.  No.  3VH953,  revised  November  10, 
1953,  approved  for  the  following  sizes 
and  type  numbers; 


Size: 


14" 
2” _ 


24" 

3"-_ 


Type  No. 
.  1515HC 
.  1515JC 
.  1515KC 
_  1515LC 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/65/1  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/66/2,  Type  Series 
1515A,  carbon  steel  body  pop  safety  valve, 
exposed  spring,  maximum  pressure  600 
p.  s.  i.,  maximum  temperature  650°  F., 
dwg.  No.  3VH953,  revised  November  10, 
1953,  approved  for  the  following  sizes 
and  type  numbers; 


Size: 


14' 
2"  . 


24' 
3"  , 


Type  No. 
.  1515HA 
.  1515JA 
.  1515KA 
_  1515LA 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford.  Conn.  (Super¬ 
sedes  Approval  No,  162.001/66/1  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/98/1,  Series  #5- 
102,  bronze  body  pop  safety  valve,  en¬ 
closed  spring,  maximum  pressure  300 
p.  s.  i.,  maximum  temperature  450°  F., 
dwg.  No.  5-102,  dated  December  14,  1948, 
approved  for  sizes  14",  2",  21/2",  and 
3",  manufactured  by  Marine  &  Indus¬ 
trial  Products  Co.,  3731-35  Filbert  Street, 
Philadelphia  4,  Pa.  (Supersedes  Ap¬ 
proval  No.  162.001/98/0  published  in  the 
Federal  Register  February  19,  1949.) 

Approval  No.  162.001/99/1,  Series 
#5-101,  bronze  body  pop  safety  valve, 
enclosed  spring,  maximum  pressure  150 
p.  s.  i.,  maximum  temperature  366°  F., 
dwg.  No.  5-101,  dated  December  14,  1948, 
approved  for  sizes  14".  2",  24".  and 
3",  manufactured  by  Marine  &  Indus¬ 
trial  Products  Co.,  3731-35  Filbert  Street, 
Philadelphia  4,  Pa.  (Supersedes  Ap¬ 
proval  No.  162.001/99/0  published  in  the 
Federal  Register  February  19,  1949.) 

Approval  No.  162.001/141/1,  Type 
Series  1415A,  carbon  steel  body  pop 
safety  valve,  exposed  spring,  maximum 
pressure  600  p.  s.  i.,  maximum  tempera¬ 
ture  650°  F.,  dwg.  No.  3VA953,  revised 
November  10,  1953,  approved  for  the  fol¬ 
lowing  sizes  and  type  numbers; 


Size: 


Type  No. 
.  1415FA 
.  14I5GA 
.  1415HA 
.  1415HA 
.  1415JA 
.  1415KA 
.  1415LA 
.*  1415NA 


1  Maximum  pressure  limited  to  450  p.  s.  i. 

Manufactured  by  Manning.  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 


sedes  Approval  No.  162.001/141/0  pub¬ 
lished  in  the  Federal  Register  June  1, 
1951.) 

Approval  No.  162.001/142/1,  Type 
Series  1415B,  carbon  steel  body  pop 
safety  valve,  exposed  spring,  maximum 
pressure  600  p.  s.  i.,  maximum  tem¬ 
perature  750°  F.,  dwg.  No.  3VA953,  re¬ 
vised  November  10,  1953,  approved  for 
the  following  sizes  and  type  numbers: 


Size: 

14 

14 

14 

2”. 

24 

3". 

4". 

4". 


Type  No. 
.  1415FB 
.  1415GB 
.  1415HB 
.  1415HB 
.  1415JB 
.  1415KB 
.  1415LB 
.  U415NB 


1  Maximum  pressure  limited  to  450  p.  s.  i. 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/142/0  pub¬ 
lished  in  the  Federal  Register  June  1, 
1951.) 

Approval  No.  162.001/143/1,  Type  Se¬ 
ries  1415C,  alloy  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pres¬ 
sure  600  p.  s.  i.,  maximum  temperature 
900°  F.,  dwg.  No.  3VA953,  revised  No¬ 
vember  10,  1953,  approved  for  the  fol¬ 
lowing  sizes  and  type  numbers; 


Size: 

14 

14 

14 

2". 

24 

3". 

4"_ 

4”. 


Type  No. 
.  1415FC 
.  1415GC 
.  1415HC 
.  1415HC 
.  1415JC 
.  1415KC 
.  1415LC 
.  U415NC 


1  Maximum  pressure  limited  to  450  p.  s.  i. 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/143/0  pub¬ 
lished  in  the  Federal  Register  June  1, 
1951.) 

Approval  No.  162.001/153/1,  Type  Se¬ 
ries  1555A,  carbon  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pressure 
600  p.  s.  i.,  maximum  temperature  650* 
F.,  dwg.  No.  3VD953,  revised  November 
10,  1953,  approved  for  the  following  sizes 
and  type  numbers: 


Size: 


24' 

3"  . 


Type  No. 
.  1555HA 
.  1555JA 

.  1555KA 
.  1555LA 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/153/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 


Approval  No.  162.001/154/1,  Type  Se¬ 
ries  1555B,  carbon  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pressure 
600  p.  s.  i.,  maximum  temperature  750* 
F.,  dwg.  No.  3VD953,  revised  November 
10,  1953,  approved  for  the  following  sizes 
and  type  numbers: 


Size: 

14". 


2” 


24" 

3"__ 


Type  No. 

,  1555HB 
.  1555JB 
1555KB 
,  1555LB 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/154/0  pub- 


J 
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lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/155/1,  Type 
Series  1555C,  alloy  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pres¬ 
sure  600  p.  s.  i.,  maximum  temperature 
900°  F..  dwg.  No.  3VD953,  revised  No¬ 
vember  10,  1953,  approved  for  the  fol¬ 
lowing  sizes  and  type  numbers: 

Size:  Type  No. 

l*/2" _ 1555HC 

2" . . . .  1555JC 

2*4  1555KC 

3" . 1555LC 

Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/155/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/156/1,  Type 
Series  1555D,  alloy  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pres¬ 
sure  600  p.  s.  i.,  maximum  temperature 
1,000°  F.,  dwg.  No.  3VD953,  revised  No¬ 
vember  10,  1953,  approved  for  the  fol¬ 
lowing  sizes  and  type  numbers: 

Size:  Type  No. 

l*/2" _ _ _ _  1555HD 

2’’ _ _ - _ _  1555JD 

2*/a" _  1555KD 

3” _ _ _ _ _ _  1555LD 

Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/156/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/158/1,  Type 
Series  1556 A,  carbon  steel  body  pop 
safety  valve,  exposed  spring,  maximum 
pressure  900  p.  s.  i.,  maximum  tempera¬ 
ture  650°  F.,  dwg.  No.  3VG953,  revised 
November  10,  1953,  approved  for  the 
following  sizes  and  type  numbers: 

Size:  Type  No. 

l*/2" _  1556HA 

2"  _ 1556JA 

2*4"  . .  1556KA 

3"  .  1556LA 

Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/158/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/160/1,  Type 
Series  1556B,  carbon  steel  body  pop 
safety  valve,  exposed  spring,  maximum 
pressure  900  p.  s.  1.,  maximum  tempera¬ 
ture  750°  F.,  dwg.  No.  3VG953,  revised 
November  10,  1953,  approved  for  the  fol¬ 
lowing  sizes  and  type  numbers: 

Size:  Type  No. 

1*4"  _ _ 1556HB 

2"  _ 1556JB 

2*4"  _ _ 1556KB 

3"  _  1556LB 

Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  Super¬ 
sedes  Approval  No.  162.001/1GO/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/162/1,  Type 
Series  1556C,  alloy  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pressure 
900  p.  s.  i.,  maximum  temperature  900° 
P-.  dwg.  No.  3VG953,  revised  November 
10, 1953,  approved  for  the  following  sizes 
and  type  numbers: 

No.  58 - 4 


Size:  Type  No. 

1*4"_. . 1556HC 

2" . 1556JO 

2*4"__ _ 1556KC 

3"— .  1556LO 

Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/162/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/164/1,  Type 
Series  1556D,  alloy  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pressure 
900  p.  s.  i.,  maximum  temperature  1000° 
F.,  dwg.  No.  3VG953,  revised  November 
10,  1953,  approved  for  the  following  sizes 
and  type  numbers: 

Size :  Type  No. 

1*4" _ 1556HD 

2" . 1556JD 

2*4" _ 1556KD 

3" _ 1556LD 

Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/164/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/169/1,  Type 
Series  1557A,  carbon  steel  body  pop 
safety  valve,  exposed  spring,  maximum 
pressures  1,200  p.  s.  i.  and  1,500  p.  s.  i., 
maximum  temperature  650°  F.,  dwg.  Nos. 
3VE953  and  3VF953,  revised  November 
10,  1953,  approved  for  the  following  sizes 
and  type  numbers: 


10.  1953,  approved  for  the  following  sizes 
and  type  numbers: 


Type  No. 

1,200  p.  S.  1. 

1,500  p.  S.  I. 

. 

1557FA 

2  . 

1557HA 

15570  A 

T/i . 

15S7JA 

1557 HA 

3  . 

1557  K  A 

1557JA 

4 . . 

1557LA 

Size  (inches) 


Type  No. 


1,200  p.  s.  i.  1,500  p.  S.  1. 


Size  (inches) 


Type  No. 


1,200  p.  s.  I.  1,500  p.  s.  1. 


. .  15S7FO 

1557HC  155700 

1557 JO  1557  HO 

1557KO  1557JO 

1557LC  . 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/169/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/171/1,  Type  Se¬ 
ries  1557B,  carbon  steel  body  top  safety 
valve,  exposed  spring,  maximum  pres¬ 
sures  1,200  p.  s.  i.  and  1,500  p.  s.  i.,  max¬ 
imum  temperature  750°  F.,  dwg.  Nos. 
3VE953  and  3VF953,  revised  November 
10,  1953,  approved  for  the  following  sizes 
and  type  numbers: 


Manufactured  by  Manning.  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/173/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/175/1,  Type 
Series  1557D,  alloy  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pres¬ 
sures  1,200  p.  s.  i.  and  1,500  p.  s.  i.,  maxi¬ 
mum  temperature  1,000°  F.,  dwg.  Nos. 
3VE953  and  3VF953,  revised  November 
10,  1953,  approved  for  the  following 
sizes  and  type  numbers: 


Type  No. 

1,200  p.  s.  1. 

1,500  p.  s.  t. 

m . 

1557FD 

2 . 

1557HD 

15570!) 

2!^ . .'. . 

1 557.10 

1557HI) 

3 .  . 

1JR7KI) 

1557JI) 

4 . 

1557LD 

Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/171/0  pub¬ 
lished  in  the  Federal  Register  June  26, 
1951.) 

Approval  No.  162.001/173/1,  Type  Se¬ 
ries  1557C,  alloy  steel  body  pop  safety 
valve,  exposed  spring,  maximum  pres¬ 
sures  1,200  p.  s.  i.  and  1,500  p.  s.  i.,  maxi¬ 
mum  temperature  900*  F.,  dwg.  Nos. 
3VE953  and  3VF953,  revised  November 


Manufactured  by  Manning,  Maxwell  & 
Moore,  Inc.,  Stratford,  Conn.  (Super¬ 
sedes  Approval  No.  162.001/175/0  pub¬ 
lished  in  the  Federal  Register  June  26, 

1951. ) 

(R.  S.  4405.  4417a,  4418,  4426,  4433,  4491,  49 
Stat.  1544.  54  Stat.  346.  and  sec.  5.  55  Stat. 
244,  245,  as  amended;  46  U.  S.  C.  367.  375, 
391a,  392,  404,  411.  489,  1333,  50  U.  S.  C.  App. 
1275;  46  CFR  162.001) 

BOILER,  HEATING 

Approval  No.  162.003/78/1,  Model  523C, 
horizontal  water  tube  steam  heating 
boiler,  1,075  pounds  per  hour,  dwg.  No. 
38-8186-2,  Rev.  2  dated  December  8. 1953, 
maximum  design  pressure  30  p.  s.  i.,  ap¬ 
proval  limited  to  bare  boiler,  manufac¬ 
tured  by  The  International  Boiler  Works 
Co.,  1  Birch  Street,  East  Stroudsburg,  Pa. 
(Supersedes  Approval  No.  162.003/78/0 
published  in  Federal  Register  February 
8,  1949.) 

(R.  S.  4405.  4417a,  4418,  4426,  4433,  4434. 
4491,  49  Stat.  1544,  54  Stat.  346.  and  sec.  5. 
55  Stat.  244,  245,  as  amended;  46  U.  S.  C. 
367,  375,  391a,  392,  404,  411,  412,  489,  1333, 
50  U.  S.  C.  App.  1275;  46  CFR  Part  52) 

FIRE  EXTINGUISHERS,  PORTABLE,  HAND, 
CARBON-TETRACHLORIDE  TYPE 

Approval  No.  162.004/21/2,  General 
Quick  Aid  Fire  Guard  Model  85  HD,  1- 
quart  carbon-tetrachloride  type  hand 
portable  fire  extinguisher,  assembly  dwg. 
No.  BT-185-XK,  Rev.  C  dated  December 
8,  1952,  name  plate  dwg.  No.  AT-185-1D 
dated  March  3,  1952,  no  revision  (Coast 
Guard  classification:  Type  B,  Size  I;  and 
Type  C,  Size  I),  manufactured  by  The 
General  Detroit  Corp.,  2272  East  Jeffer¬ 
son  Avenue,  Detroit  7,  Mich.  (Super¬ 
sedes  Approval  No.  162.004/21/1  pub¬ 
lished  in  Federal  Register  October  11, 

1952. ) 


1G18 


NOTICES 


Approval  No.  162.004/22/2,  General 
Quick  Aid  Fire  Guard  Model  95  HD.  lVfe- 
quart  carbon-tetrachloride  type  hand 
portable  fire  extinguisher,  assembly  dwg. 
No.  BT-195-XK,  Rev.  D  dated  December 
8,  1952,  name  plate  dwg.  No.  AT-195-1D 
dated  March  3,  1952,  no  revision  (Coast 
Guard  classification :  Type  B,  Size  I ;  and 
Type  C,  Size  I),  manufactured  by  The 
General  Detroit  Corp.,  2272  East  Jeffer¬ 
son  Avenue,  Detroit  7,  Mich.  (Super¬ 
sedes  Approval  No.  162.004  22/1  pub¬ 
lished  in  Federal  Register  October  11, 
1952.) 

Approval  No.  162.004/23/3,  General 
Quick  Aid  Fire  Guard  Model  85  HD,  1- 
quart  carbon-tetrachloride  type  hand 
portable  fire  extinguisher,  assembly 
dwg.  No.  BT-185-XK,  Rev.  C  dated  De¬ 
cember  8,  1952,  name  plate  dwg.  No.  AT- 
185- ID  dated  March  3,  1952,  no  revision 
(Coast  Guard  classification:  Type  B, 
Size  I;  and  Type  C,  Size  I),  manufac¬ 
tured  by  The  General  Pacific  Corp.,  1501 
East  Washington  Boulevard,  Los  Angeles 
21,  Calif.  (Supersedes  Approval  No. 
162.004/23/2  published  in  Federal  Reg¬ 
ister  October  11,  1952.) 

Approval  No.  162.004/54/1,  General 
Quick  Aid  Fire  Guard  Model  95  HD,  1*4- 
quart  carbon-tetrachloride  type  hand 
portable  fire  extinguisher,  assembly  dwg. 
No.  BT-195-XK,  Rev.  D  dated  December 
8,  1952,  name  plate  dwg.  No.  AT-195-1D 
dated  March  3.  1952,  no  revision  (Coast 
Guard  classification:  Type  B.  size  I;  and 
Type  C,  Size  I),  manufactured  by  The 
General  Pacific  Corp.,  1501  East  Wash¬ 
ington  Boulevard,  Los  Angeles  21,  Calif. 
(Supersedes  Approval  No.  162.004  54/0 
published  in  Federal  Register  October 
11,  1952.) 

<R.  S.  4405  .  4417a,  4426,  4479.  4491.  4492,  49 
Btat.  1544,  54  Stat.  165.  166,  346,  1028,  and 
sec.  5,  55  Stat.  244,  245,  as  amended;  46 
U.  8.  C.  367.  375.  391a.  404.  463a.  472,  489,  490, 
626g,  526p,  1333.  50  U.  S.  C.  1275;  46  CFR 
25.30,  34.25-1,  76.50,  95.50) 

FIRE  EXTINGUISHERS,  PORTABLE,  HAND, 
CARBON-DIOXIDE  TYPE 

Approval  No.  162.005/13/1,  C-O-Two 
Type  PSA-5,  5-lb.  carbon-dioxide  type 
hand  portable  fire  extinguisher,  assembly 
dwg.  No.  C-1102,  Rev.  3  dated  February 
27,  1952,  name  plate  dwg.  No.  C-1112 
dated  January  4,  1951  (Coast  Guard 
classification:  Type  B,  Size  I;  and  Type 
C,  Size  I),  manufactured  by  C-O-Two 
Fire  Equipment  Co.,  Box  390,  Newark  1, 
N.  J.  (Supersedes  Approval  No.  162.005/ 
13/0  published  in  Federal  Register  May 
19,  1953.) 

Approval  No.  162.005/19  0,  General 
Quick  Aid  Sno  Fog  Fire  Guard,  Model 
10AK,  squeeze  grip  valve,  10-pound  car¬ 
bon-dioxide  hand  portable  fire  extin¬ 
guisher,  assembly  dwg.  No.  BC-210-X, 
Rev.  A,  dated  September  6,  1946,  name 
plate  dwg.  No.  CC-210-1,  revised  June 
27,  1947  (Coast  Guard  classification: 
Type  B,  Size  I;  and  Type  C,  Size  I), 
manufactured  by  The  General  Detroit 
Corp.,  2272  East  Jefferson  Avenue,  De¬ 
troit  7,  Mich.  (Extension  of  the  approval 
published  in  Federal  Register  February 
8,  1949,  effective  February  8,  1954.) 

(R.  S.  4405,  4417a,  4426,  4479,  4491,  4492,  49 
Stat.  1544,  54  Stat.  165,  166,  346,  1028,  and 
Bee.  5.  55  Stat.  244,  245,  as  amended;  46  U.  S.  C. 
367,  375.  391a,  404,  463a,  472,  490,  526g,  526p, 


1333,  50  U.  S.  C.  App.  1275;  46  CFR  25.30, 
34.25,  76.50,  95.50) 

FIRE  EXTINGUISHERS,  PORTABLE,  HAND, 
WATER,  CARTRIDGE-OPERATED  TYPE 

Approval  No.  162.009/1/1,  Kidde  Model 
KAM  Anti-Freeze  (Symbol  AM)  car¬ 
tridge-operated  type  2  y2 -gallon  hand 
portable  fire  extinguisher,  assembly  dwg. 
No.  240223,  Rev.  C-l  dated  February  23, 
1952,  cartridge  assembly  dwg.  No.  907702, 
Rev.  Z  dated  October  12,  1943,  instruc¬ 
tion  panel  dwg.  No.  157083,  Rev.  A  dated 
February  9,  1952  (Coast  Guard  classifi¬ 
cation:  Type  A,  Size  II),  manufactured 
by  Walter  Kidde  &  Co.,  Inc.,  Belleville 
9,  N.  J.  (Supersedes  Approval  No. 
162.009/1/0  published  in  Federal  Regis¬ 
ter  October  1,  1952.) 

Approval  No.  162.009/2/1,  Kidde  Model 
KWM  Water  (Symbol  AM)  cartridge- 
operated  type  2Vi-gallon  hand  portable 
fire  extinguisher,  assembly  dwg.  No. 
240222,  Rev.  F  dated  January  24,  1952, 
cartridge  assembly  dwg.  No.  907702,  Rev. 
Z  dated  October  12,  1943,  instruction 
panel  dwg.  No.  157085,  Rev.  A  dated 
February  9,  1952  (Coast  Guard  classifi¬ 
cation:  Type  A,  Size  II),  manufactured 
by  Walter  Kidde  &  Co.,  Inc.,  Belleville  9, 
N.  J.  (Supersedes  Approval  No.  162.009/ 
2/0  published  in  Federal  Register  Oc¬ 
tober  1, 1952.) 

(R.  S.  4405.  4417a,  4426.  4479,  4491,  4492.  49 
Stat.  1544  ,  54  Stat.  165.  166,  346.  1028,  and 
sec.  5  (e),  55  Stat.  244.  as  amended;  46 
U.  S.  C.  367,  375,  391a,  404,  463a,  472,  489, 
490,  526g,  526p,  1333,  50  U.  S.  C.  1275;  46 
CFR  25.30,  34.25,  76.50,  95.50) 


appliance,  LIQUEFIED  PETROLEUM  GAS 
CONSUMING 

Approval  No.  162.020/58/0,  9000  Series 
range  for  liquefied  petroleum  gas  service, 
approved  by  the  American  Gas  Associa¬ 
tion,  Inc.,  under  certificate  No.  1—917— 
57.001,  manufactured  by  the  Caloric 
Stove  Corporation,  Topton,  Pa. 

(R.  S.  4405.  4417a,  4426.  4491.  secs.  1.  2.  49 
Stat.  1544,  sec.  2,  54  Stat.  1028,  and  sec.  5 
(e),  65  Stat.  244,  as  amended;  46  U.  S.  C. 
367,  375,  391a,  404,  463a,  489.  1333,  50  U.  S.  C. 
App.  1275;  46  CFR  55.16-10) 


INDICATORS,  BOILER  WATER  LEVEL, 
SECONDARY  TYPE 

Reliance  Eye-Hye  secondary  type 

boiler  water  level  indicators,  remote 
reading,  400  p.  s.  i.  maximum  pressure, 
dwg.  No.  D-6610-2  dated  February  19, 
'  1949,  manufactured  by  the  Reliance 

Gauge  Column  Co.,  5902  Carnegie  Ave¬ 
nue,  Cleveland  3,  Ohio,  approved  for  the 
following  model  numbers: 

Approval  No.:  Model  No. 

162.025/41/0 _  E400 

162.025/42/0 .  E4O0-A 

162.025/43 /0___ .  E400-B 

162.025/44/0™ . . .  E400-C 


Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote 
reading,  400  p.  s.  i.  maximum  pressure, 
dwg.  No.  D-6611-2  dated  February  22, 
1949,  manufactured  by  the  Reliance 
Gauge  Column  Co.,  5902  Carnegie  Ave¬ 
nue,  Cleveland  3,  Ohio,  approved  for  the 
following  model  numbers: 

Approval  No.:  Model  No. 

162.025/45/0 _  E401 

162. 025/46/0- .  E401-A 

162.025/47/0 _ E401-B 

162.025/48/0 .  E401-C 


Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote 
reading,  600  p.  s.  i.  maximum  pressure, 
dwg.  No.  6612-2  dated  February  10,  1949, 
manufactured  by  the  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland  3,  Ohio,  approved  for  the  fol¬ 
lowing  model  numbers: 


Approval  No.:  Model  No. 

162.025/49/0 _  E600 

162.025/54/0 . . . E601  A 

162.025/51/0 _ _ _ E600-B 

162.025/52/0 _ E600  C 


Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote 
reading,  600  p.  s.  i.  maximum  pressure, 
dwg.  No.  6613-3  dated  February  12.  1949, 
manufactured  by  the  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland  3,  Ohio,  approved  for  the  fol¬ 
lowing  model  numbers: 


Approval  No.:  Model  No. 

162.025/53/0 _ E601 

162.025/54/0 . E601-A 

162. 025/55/0- . . E601B 

162.025/56/0 . E601-C 


Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote 
reading,  900  p.  s.  i.  maximum  pressure, 
dwg.  No.  6614-3  dated  February  14.  1949, 
manufactured  by  the  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland  3,  Ohio,  approved  for  the  fol¬ 
lowing  model  numbers: 


Approval  No.:  Model  No. 

162.025/57/0 _ E900 

162  025/58/0 . E900-A 

162.025/59/0 _ E900-B 


Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote 
reading,  900  p.  s.  i.  maximum  pressure, 
dwg.  No.  6615-3  dated  February  18,  1949, 
manufactured  by  the  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland  3,  Ohio,  approved  for  the 
following  model  numbers: 

Approval  No.  Model  No. 

162.025/60/0 .  E901 

162.025/61/0 _  E901-A 

162.025/62/0 _  E901-B 

Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote 
reading,  1,500  p.  s.  i.  maximum  pressure, 
dwg.  No.  B— 6616-2  dated  March  1,  1949, 
manufactured  by  the  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland  3,  Ohio,  approved  for  the  fol¬ 
lowing  model  numbers: 


Approval  No.  Model  No. 

162.025/63/0 . - . .  E-1500 

162.025/64/0 . . . E1500-A 

162.025/65/0 .  E1500  B 


Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote  read¬ 
ing,  1,500  p.  s.  i.  maximum  pressure, 
dwg.  No.  B-6617-2  dated  February  25, 
1949,  manufactured  by  the  Reliance 
Gauge  Column  Co.,  5902  Carnegie  Ave¬ 
nue,  Cleveland  3,  Ohio,  approved  for  the 
following  model  numbers: 


Approval  No.  Model  No. 

162.025/66/0 _ E1501 

162.025/67/0 . E1501-A 

162.025/68/0 . E1501-B 


Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote  read¬ 
ing,  2,500  p.  s.  i.  maximum  pressure, 
dwg.  No.  B-6618-3  dated  March  2,  1949, 


Thursday,  March  25,  1954 


FEDERAL  REGISTER 


(R.  S.  4405.  4417a,  4426,  49  Stat.  1384,  1544. 
54  Stat.  1028,  sec.  5.  55  Stat.  244.  245,  as 
amended;  46  U.  S.  C.  367.  369,  375,  391a,  404, 
463a,  50  U.  S.  C.  App.  1275;  46  CFR  164.009) 

CORRECTION  OF  A  PRIOR  DOCUMENT 

The  Coast  Guard  Document  CGFR 
53-53  and  Federal  Register  Document 
53-10418  published  in  the  Federal  Reg¬ 
ister  dated  December  15,  1953,  is  cor¬ 
rected  by  changing  the  word  “fire-tube” 
to  “water  tube”  in  Approval  No.  162.003/ 
150/1  under  the  heading  “Boiler,  Heat¬ 
ing”  (18  F. R.  8211) ;  and  by  inserting  the 
word  “Marinwal-A”  immediately  after 
the  Approval  No.  164.008/31/0  appearing 
under  the  center  heading  “Bulkhead 
Panel”  (18  F.  R.  8212). 

Dated:  March  19,  1954. 

fSEAL]  Merlin  O’Neill, 

Vice  Admiral,  U.  S.  Coast  Guard, 
Commandant. 

[F.  R.  Doc.  54-2109;  Filed,  Mar.  24,  1954; 

8:54  a.  m.) 


of  the  proposed  withdrawal:  Proposed 
additions  to  Forest  Service  Administra¬ 
tive  Sites. 

For  a  period  of  60  days  from  the  date 
of  publication  of  this  notice,  persons 
having  cause  to  object  to  the  proposed 
withdrawal  may  present  their  objections 
in  writing  to  the  Regional  Administrator, 
Region  VII,  Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior  at 
Anchorage,  Alaska.  In  case  any  objec¬ 
tion  is  filed  and  the  nature  of  the  oppo¬ 
sition  is  such  as  to  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  proponents  of  the 
order  can  explain  its  purpose. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register,  either  in  the  form  of 
a  public  land  order  or  in  the  form  of  a 
Notice  of  Determination  if  the  applica¬ 
tion  is  rejected.  In  either  case,  a  sepa¬ 
rate  notice  w ill  be  sent  to  each  interested 
party  of  record. 

The  lands  involved  in  the  application 
are: 

Ketchikan  Marine  Station  (Addition) 

Beginning  at  corner  No.  1  MC.  US.  Survey 
1079  on  the  north  shore  of  Tongass  Narrows: 
thence  by  meander  following  the  approxi¬ 
mate  line  of  mean  high  tide:  1.  S.  55°  30'  E. 
106  ft..  2.  S.  69°  45'  E.  46  ft.,  3.  S.  60°  15'  E. 
248  ft.  Thence  S.  24°  04'  W.  245  ft.;  thence 
N.  63°  58'  W.  398  ft.;  thence  N.  24°  04'  E.  270 
ft.  to  place  of  beginning  containing  2.34 
acres. 

Juneau  Administrative  Site  (Addition) 

Beginning  at  Corner  No.  5  M.  C.  U.  S.  Sur¬ 
vey  2313  on  the  north  shore  of  Gastineau 
Channel  at  line  of  mean  high  tide:  thence 
S.  47°  W.  450  ft.;  thenco  N.  40°  15'  W.  1884 
ft.;  thence  N.  47°  E.  450  ft.  to  Corner  No.  1 
M.  C.  U.  S.  Survey  2306  on  the  north  shore  of 
Gastineau  Channel  at  line  of  mean  high  tide. 
Thence  by  meander  at  line  of  mean  high 
tide:  1.  S.  48  34'  E.  1023.7  ft.  2.  S.  50°  45' 
E.  229  ft.;  3.  S.  38°  14’  E.  450  ft.  4.  S.  42°  21' 
E.  181  ft.  to  place  of  beginning  containing 
18.94  acres. 

Fred  J.  Weiler, 

Chief, 

Division  of  Land  Planning. 

[F.  R.  Doc.  54-2086:  Filed.  Mar,  24,  1954; 

8:47  a.  m  ] 


manufactured  by  the  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland  3,  Ohio,  approved  for  the  fol¬ 
lowing  model  numbers: 

Approval  No.  Model  No. 

162.025/69/0 . - . .  E2000 

162.025/70/0 _  E2000-A 

162.025/71/0 _  E2000-B 

Reliance  Eye-Hye  secondary  type 
boiler  water  level  indicators,  remote 
reading  2,500  p.  s.  i.  maximum  pressure, 
dwg.  No.  6619-3  dated  February  24,  1949, 
manufactured  by  the  Reliance  Gauge 
Column  Co.,  5902  Carnegie  Avenue, 
Cleveland  3,  Ohio,  approved  for  the  fol¬ 
lowing  model  numbers; 

Approval  No.  Model  No. 

162.025/72/0 _  E2001 

162.025/73/0 _ E2001-A 

162.025/74/0 . E2001-B 

(R  S.  4405,  4417a,  4418,  4426,  4433,  4491.  49 
Stat.  1544,  54  Stat.  346.  and  sec.  5  (e) ,  55  Stat. 

244,  245,  as  amended:  46  U.  S.  C.  367,  375, 
391a,  392.  404,  411,  489,  1333,  50  U.  S.  C.  App. 
1275:  46  CFR  Part  52) 

DECK  COVERING 

Approval  No.  164.006/5/0,  “Cel-O- 
Crete”,  magnesite  type  deck  covering 
identical  to  that  described  in  National 
Bureau  of  Standards  Test  Report  No. 
TG3610-1232,  F.  R.  1806,  dated  October 
30,  1940,  approved  for  use  without  other 
insulating  material  as  meeting  Class 
A-60  requirements  in  a  1%  inch  thick¬ 
ness,  manufactured  by  Johns-Manville 
Sales  Corp.,  1617  Pennsylvania  Boule¬ 
vard,  Philadelphia  3,  Pa.  (Extension  of 
the  approval  published  in  Federal  Reg¬ 
ister  December  31, 1948,  effective  Decem¬ 
ber  31,  1953.) 

(R.  S.  4405,  4417a,  4426,  49  Stat.  1384,  1544, 
54  Stat.  346,  1028,  and  sec.  5,  55  Stat.  244, 

245.  as  amended:  46  U.  S.  C.  367,  369,  375, 
391a,  404  ,  463a.  1333,  50  U.  S.  C.  App.  1275; 
46  CFR  164.006) 

STRUCTURAL  INSULATION 

Approval  No.  164.007/26/0,  “Fiberglas 
Insulation  PF-CG”,  glass  wool  type 
structural  insulation  identical  to  that 
described  in  National  Bureau  of  Stand¬ 
ards  Test  Report  No.  TG  10210-1536: 
PP2661  dated  December  1,  1948,  bats  and 
blankets  approved  for  use  without  other 
insulating  material  to  meet  Class  A-60 
requirements  in  a  4-inch  thickness  and 
6  pounds  per  cubic  foot  density,  manu¬ 
factured  by  Owens-Coming  Fiberglas 
Corp.,  Toledo  1,  Ohio.  (Extension  of  the 
approval  published  in  Federal  Register 
February  8,  1949,  effective  February  8, 
1954.) 

(R.  S.  4405,  4417a,  4426,  49  Stat.  1384,  1544  54 
Stat.  346,  1028,  and  sec.  5  (e),  55  Stat.  244, 
245,  as  amended:  46  U.  S.  C.  367,  369,  375, 
391a.  404,  463a,  1333,  50  U.  S.  C.  App.  1275;  46 
CFR  72.05,  92.05) 

INCOMBUSTIBLE  MATERIAL 

Approval  No.  164.009/28/0,  “Baldwin- 
Hill  Spun  Felt”  mineral  wool  insulation 
type  incombustible  material  identical 
with  that  described  in  National  Bureau 
of  Standards  Test  Report  No.  TG10210- 
1921  FP  3257  dated  December  16,  1953, 
approved  in  a  density  of  from  3  to  4 
Pounds  per  cubic  foot,  manufactured  by 
Baldwin-Hill  Co.,  500  Breunig  Avenue, 
Trenton  2,  N.  J. 


DEPARTMENT  OF  JUSTICE 


Office  of  Alien  Property 

Franziska  Walter 

NOTICE  OF  INTENTION  TO  RETURN 
VESTED  PROPERTY 

Pursuant  to  section  32  (f )  of  the  Trad¬ 
ing  With  the  Enemy  Act,  as  amended, 
notice  is  hereby  given  of  intention  to  re¬ 
turn,  on  or  after  30  days  from  the  date  of 
the  publication  hereof,  the  following 
property,  subject  to  any  increase  or  de¬ 
crease  resulting  from  the  administration 
thereof  prior  to  return,  and  after  ade¬ 
quate  provision  for  taxes  and  conserv¬ 
atory  expenses: 

Claimant,  Claim  No.,  Property,  and  Location 

Franziska  Walter,  a/k/a  Fanny  Walter, 
Furth  near  Krems,  Austria;  Claim  No.  42069; 
Vesting  Order  No.  3265;  All  right,  title  and 
interest  of  Fanny  Walter  in  and  to  the  estate 
of  J.  F.  O.  Walter,  also  known  as  Joseph 
Francis  Oscar  Walter,  deceased;  in  the  process 
of  administration  by  Mrs.  Francis  Horsley, 
Executrix,  acting  under  the  judicial  super¬ 
vision  of  the  Superior  Court  of  the  State  of 
California,  in  and  for  the  City  and  County 
of  San  Francisco. 

Executed  at  Washington,  D,  C.,  on 
March  19,  1954. 

For  the  Attorney  General. 

[seal]  Paul  V.  Myron, 

Deputy  Director, 
Office  of  Alien  Property. 

[F.  R.  Doc.  54-2111;  Filed,  Mar.  24,  1954; 

8:54  a.  m.| 


Alaska 

SHORESPACE  RESTORATION  ORDER  NO.  508 
AND  SMALL  TRACT  CLASSIFICATION  NO.  79 

March  3,  1954. 

By  virtue  of  the  authority  contained 
in  the  act  of  June  5,  1920  (41  Stat.  1059; 
48  U.  S.  C.  372) ,  and  pursuant  to  Delega¬ 
tion  of  Authority  contained  in  sections 
2.21  and  2.22  (a)  (3)  of  Order  No.  1,  Bu¬ 
reau  of  Land  Management,  Region  VII, 
approved  by  the  Acting  Secretary  of  the 
Interior  on  August  20,  1951  (16  F.  R. 
8625),  it  is  ordered  as  follows: 

(a)  Subject  to  valid  existing  rights,  the 
80-rod  shorespace  reserve  which  is  now 
or  may  hereafter  be  created  under  the 
act  of  May  14,  1898  (30  Stat.  409;  48 
U.  S.  C.  371),  as  amended,  is  hereby  re¬ 
voked  as  to  the  public  lands  hereinafter 
described,  which  are  situated  in  the  An¬ 
chorage,  Alaska,  Land  District  and  which 


DEPARTMENT  OF  THE  INTERIOR 

Bureau  of  Land  Management 

Alaska 

NOTICE  OF  PROPOSED  WITHDRAWAL  AND 
RESERVATION  OF  LANDS 

An  application,  serial  number  Anchor¬ 
age  026092,  for  the  withdrawal  from  all 
forms  of  appropriation  under  the  public 
land  laws,  of  the  lands  described  below 
was  filed  on  March  31,  1952,  by  the  De¬ 
partment  of  Agriculture.  The  purposes 
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NOTICES 


are  hereby  classified  as  chiefly  valuable 
lor  lease  and  sale  under  the  Small  Tract 
Act  of  June  1,  1938  (52  Stat.  609;  43 
U.  8.  C.  682a),  as  amended; 

Juneau  Area 

FOR  LEASE  AND  SALE 

For  Cabin  Sites 

U.  8.  Survey  2388 :  Lot  H. 

U.  S.  Survey  3060:  Lots  1,  2,  and  4. 

Comprising  4  tracts  aggregating  7.31 
acres. 

Ketchikan  Area 

rOR  LEASE  AND  SALE 
For  Home  Sites 

U.  S.  Survey  3021:  Lots  72-83,  inclusive. 

Comprising  12  tracts  aggregating  17.17 
acres. 

Wrangell  Area 

U.  S.  Survey  2900:  Lots  18  and  19. 

Comprising  2  tracts  aggregating  5.58 
acres. 

(b)  Subject  to  valid  existing  rights, 
the  following  described  lands,  which  are 
situated  in  the  Anchorage.  Alaska,  Land 
District  are  hereby  classified  as  chiefly 
valuable  for  lease  and  sale  under  the 
Small  Tract  Act  of  June  1, 1938  (52  Stat. 
609;  43  U.  S.  C.  682a),  as  amended; 

Ketchikan  Area 
for  lease  and  sale 
For  Home  Sites 

U.  S.  Survey  2808:  Lots  24,  25,  and  27. 

Comprising  3  tracts  aggregating  9.9? 
acres. 

(c)  The  following  described  lands 
which  were  classified  for  lease  and  sale 
for  home  sites  under  Alaska  Small  Tract 
Classification  Order  No.  45  of  October  10, 

1951,  shall  become  subject  to  disposition 
as  provided  in  paragraph  3  of  this 
order: 

Juneau  Area 

U.  S.  Survey  2305:  Lots  2-15,  inclusive. 

Comprising  14  tracts  aggregating  19.99 
acres. 

(d)  The  following  described  lands 
which  were  classified  for  lease  and  sale 
for  home  sites  under  Alaska  Small  Tract 
Classification  Order  No.  56  of  May  2, 

1952,  shall  become  subject  to  disposition 
as  provided  in  paragraph  3  of  this  order : 

Juneau  Area 

U.  S.  Survey  3159:  Lots  2-13,  inclusive. 

Comprising  12  tracts  aggregating  21.29 
acres. 

2.  These  lands  have  become  available 
for  Small  Tract  disposition  through  sur¬ 
vey  of  open  public  domain,  previous  clas¬ 
sification  of  surveyed  lands,  or  restora¬ 
tion  from  the  Tongass  National  Forest. 
They  are  located  in  the  general  vicinities 
of  the  cities  of  Juneau,  Ketchikan,  and 
Wrangell.  The  tracts  are  accessible  by 
road  and/or  boat  and  all  are  covered  with 
moderate  to  heavy  stands  of  timber.  The 
terrain  varies  from  level  to  steep  and 
rocky.  The  climate  features  the  mild 
temperatures  and  heavy  precipitation 
typical  of  southeast  Alaska.  Sewage  dis¬ 
posal  can  be  accomplished  on  individual 
tracts  through  septic  tanks  or  cesspools 


and  water  for  domestic  use  is  obtainable 
from  hand-dug  or  drilled  wells.  The 
nearby  cities  provide  churches,  schools, 
business  establishments,  and  other  com¬ 
munity  facilities. 

3.  This  classification  order  shall  not 
otherwise  become  effective  to  change  the 
status  of  any  lands  described  herein  or 
to  permit  the  leasing  of  any  such  lands 
under  the  Small  Tract  Act  of  June  1, 
1938,  cited  above,  until  10:00  a.  m.  on 
March  31,  1954.  At  that  time  the  lands 
described  below  shall,  subject  to  valid 
existing  rights  and  the  provisions  of  ex¬ 
isting  withdrawals,  become  subject  to  ap¬ 
plication,  petition,  location,  and  selec¬ 
tion,  as  follows: 

(a)  Ninety-one  day  period  for  prefer¬ 
ence  right  filings.  For  a  period  of  91 
days  from  10:00  a.  m.  on  March  31,  1954, 
to  close  of  business  on  June  29,  1954 
inclusive,  preference  will  be  given,  as  set 
forth  above,  to: 

(1)  Applications  under  the  Small 
Tract  Act  of  June  1,  1938,  (52  Stat.  609; 
43  U.  S.  C.  682a)  as  amended,  by  quali¬ 
fied  veterans  of  World  War  II  and  other 
qualified  persons  entitled  to  preference 
under  the  act  of  September  27,  1944  (58 
Stat.  747;  43  U.  S.  C.  279-284),  as 
amended,  subject  to  the  requir  ements  of 
applicable  law,  and 

(2)  Applications  under  any  applicable 
public  land  law,  based  on  prior  existing 
valid  settlement  rights  and  preference 
rights  conferred  by  existing  laws  or 
equitable  claims  subject  to  allowance 
and  confirmation.  Application  by  vet¬ 
erans  and  other  qualified  persons  under 
subdivision  (1)  of  this  paragraph  shall 
be  subject  to  applications  and  claims  of 
the  classes  described  in  subdivision  (2) 
of  this  paragraph. 

(b)  Advance  period  for  simultaneous 
preference  right  filings.  All  applications 
filed  by  such  veterans  and  other  qualified 
persons,  or  by  persons  claiming  prefer¬ 
ence  rights  superior  to  those  of  such 
veterans  filed  under  the  preceding  para¬ 
graph  (a)  on  March  17,  1954  or  there¬ 
after,  up  to  and  including  10:00  a.  m. 
on  March  31,  1954,  shall  be  treated  as 
simultaneously  filed.  All  applications 
filed  under  the  preceding  paragraph  (a) 
after  10:00  a.  m.  on  March  31,  1954,  shall 
be  considered  in  the  order  of  filing. 

(c)  Date  for  non-preference  right  fil¬ 
ings.  Commencing  at  10:00  a.  m.  on 
June  30,  1954,  any  lands  remaining  un¬ 
appropriated  shall  become  subject  to 
application  under  the  Small  Tract  Act  by 
the  public  generally. 

(d)  Advance  period  for  simultaneous 
non-preference  right  filings.  Applica¬ 
tions  under  the  Small  Tract  Act  by  the 
general  public  filed  on  June  9,  1954,  or 
thereafter,  up  to  and  including  10:00 
a.  m.  on  June  30,  1954,  shall  be  treated 
as  simultaneously  filed.  All  applications 
filed  thereafter  shall  be  considered  in  the 
order  of  filing. 

4.  A  veteran  shall  accompany  his  ap¬ 
plication  with  a  complete  photostatic,  or 
other  copy  (both  sides) ,  of  his  certificate 
of  honorable  discharge,  or  of  an  official 
document  of  his  branch  of  the  service 
which  shows  clearly  his  honorable  dis¬ 
charge  as  defined  in  §  181.36  of  Title  43 
of  the  Code  of  Federal  Regulations,  or 
which  constitutes  evidence  of  other  facts 


upon  which  the  claim  for  preference  is 
based  and  which  shows  clearly  the  period 
of  service.  Other  persons  claiming 
credit  for  service  of  veterans  must  fur¬ 
nish  like  proof  in  support  of  their  claim. 
Persons  asserting  preference  rights, 
through  settlement  or  otherwise,  and 
those  having  equitable  claims,  shall 
accompany  their  applications  by  duly 
corroborated  statements  in  support 
thereof,  setting  forth  in  detail  all  facts 
relevant  to  their  claims. 

5.  All  applications  for  these  lands, 
which  shall  be  filed  in  the  Land  Office 
at  Anchorage,  Alaska,  shall  be  made  on 
Form  4-776  and  shall  be  acted  upon  in 
accordance  with  the  regulations  con¬ 
tained  in  §  295.8  of  Title  43  of  the  Code 
of  Federal  Regulations  to  the  extent 
that  such  regulations  are  applicable. 
Applications  under  the  Small  Tract  Act 
of  June  1,  1938  shall  be  governed  by  the 
regulations  contained  in  Part  257  of 
Title  43  of  the  Code  of  Federal 
Regulations. 

6.  Lessees  under  the  Small  Tract  Act 
of  June  1,  1938  will  be  required,  within 
a  reasonable  time  after  execution  of  the 
lease,  to  construct  upon  the  leased  land, 
to  the  satisfaction  of  the  appropriate 
officer  of  the  Bureau  of  Land  Manage¬ 
ment  authorized  to  sign  the  lease, 
improvements  which,  under  the  circum¬ 
stances,  are  substantial,  and  are  appro¬ 
priate  for  the  use  for  which  the  lease 
is  issued.  Leases  will  be  issued  for  a 
period  of  two  years,  at  an  annual  rental 
of  $5  for  home  sites  and  cabin  sites, 
payable  in  advance  for  the  entire  lease 
period.  Applications  for  extension  for 
an  additional  period  of  one  year  shall 
be  considered  in  appropriate  cases. 
Every  lease  for  land  classified  for  lease 
and  sale  will  contain  an  option  to  pur¬ 
chase  clause  and  every  such  lessee  may 
file  an  application  to  purchase  at  the 
sale  price  as  provided  in  the  lease. 

7.  All  of  the  land  will  be  leased  in 
tracts  varying  in  size  from  approxi¬ 
mately  0.63  acre  to  approximately  3.67 
acres,  in  accordance  with  the  classifica¬ 
tion  maps  on  file  in  the  Land  Office, 
Anchorage,  Alaska.  These  tracts  are 
appraised  at  prices  ranging  from  $75 
to  $350. 

8.  Lessees  must  locate  any  wells  or 
sewage  disposal  facilities  in  accordance 
with  the  laws  and  regulations  of  the 
Territory  of  Alaska. 

9.  The  leases  will  be  made  subject  to 
rights-of-way  for  road  purposes  and 
public  utilities,  as  specified  in  the  Classi¬ 
fication  and  Appraisal  Report  on  file  in 
the  Land  Office,  Anchorage,  Alaska. 
Such  rights-of-way  may  be  utilized  by 
the  Federal  Government,  State,  Terri¬ 
tory,  County,  or  Municipality,  or  by  any 
agency  thereof.  In  the  discretion  of  the 
authorized  officer  of  the  Bureau  of  Land 
Management,  these  rights-of-way  may 
be  definitely  located  prior  to  the  issuance 
of  the  patent.  If  not  so  located,  they 
may  be  subject  to  location  after  patent 
is  issued. 

Fred  J.  Weiler, 

Chief, 

Division  of  Land  Planning. 

IF.  R.  Doc.  54-2085;  Filed,  Mar.  24,  1954; 

8:47  a.  m.J 


J 


Thursday,  March  25,  1954 


FEDERAL  REGISTER 


Inquiries  concerning  the  lands  shall  be 
addressed  to  the  Director,  Bureau  of 
Land  Management,  Department  of  the 
Interior,  Washington  25,  D.  C. 

Earl  O.  Harrington, 
Acting  Assistant  Director. 

[P.  R.  Doc.  54-2080;  Filed,  Mar.  24.  1954; 
8:45  a.  m.j 


Alaska 


Colorado 

NOTICE  OF  PROPOSED  WITHDRAWAL  AND 
RESERVATION  OF  LANDS;  WARM  WATER 
FISHERY;  CORRECTION 

March  16. 1954. 

In  Federal  Register,  Document  54- 
1506,  appearing  at  page  1225  of  the  issue 
for  Thursday,  March  4,  1954,  the  time 
allowed  in  paragraph  three  for  filing  of 
objections  is  30  days  from  the  date  of 
publication  of  the  notice  instead  of  60 
days. 

Ralph  J.  Mitchell, 
Acting  Regional  Administrator. 

[P.  R.  Doc.  54-2087;  Piled.  Mar.  24,  1954; 
8:47  a.  m.J 


notice  of  proposed  withdrawal  and 

RESERVATION  OF  LANDS 

An  application,  serial  number  Anchor¬ 
age  025659.  for  the  withdrawal  from  all 
forms  of  appropriation  under  the  public 
land  laws,  of  the  lands  described  below 
was  filed  on  October  12,  1953,  by  The 
Department  of  the  Army.  The  purposes 
of  the  proposed  withdrawal:  Pipeline 
System  Terminal  Site. 

For  a  period  of  60  days  from  the  date 
of  publication  of  this  notice,  persons 
having  cause  to  object  to  the  proposed 
withdrawal  may  present  their  objections 
in  writing  to  the  Regional  Administra¬ 
tor.  Region  VII,  Bureau  of  Land  Manage-, 
ment.  Department  of  the  Interior  at 
Anchorage.  Alaska.  In  case  any  objec¬ 
tion  is  filed  and  the  nature  of  the  oppo¬ 
sition  is  such  as  to  warrant  it,  a  public 
hearing  will  be  held  at  a  convenient  time 
and  place,  which  will  be  announced, 
where  opponents  to  the  order  may  state 
their  views  and  where  proponents  of  the 
order  can  explain  its  purpose. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register,  either  in  the  form  of 
a  public  land  order  or  in  the  form  of  a 
Notice  of  Determination  if  the  applica¬ 
tion  is  rejected.  In  either  case,  a  sepa¬ 
rate  notice  will  be  sent  to  each  interested 
party  of  record. 

The  lands  involved  in  the  application 
are; 

T.  30  S..  R.  59  E..  CRM, 

Sec.  15:  N'/2NW'/4SE!4.  N  y2  S%  NW  *4 SE V4 . 

Fred  J.  Weiler. 

Chief, 

Division  of  Land  Planning. 

[F.  R.  DOC.  54-2098;  Filed,  Mar.  24,  1954; 

8:51  a.  m.j 


[Doc.  18,  Region  II [ 

Nevada 

ORDER  PROVIDING  FOR  RESTORATION  OF 
PUBLIC  LANDS 

March  18,  1954. 

In  an  exchange  of  lands  consummated 
under  the  provisions  of  section  8  of  the 
act  of  June  28.  1934,  48  Stat.  1272,  as 
amended  June  26,  1936,  49  Stat.  1976  (43 
U.  S.  C.  315g),  the  following-described 
lands  have  been  reconveyed  to  the  United 
States: 

Mount  Diablo  Meridian 
T  34  N  R  55  E  * 

Sec.  l’,  Lots  3  and  4,  S‘/2NWV4.  SW>/4NEV4. 

In  accordance  with  Delegation  of  Au¬ 
thority  Order  427,  section  2.22,  of  the  Di¬ 
rector,  Bureau  of  Land  Management, 
Amendment  No.  2,  dated  July  10,  1951, 
it  is  ordered  that  effective  on  the  date 
of  this  publication,  the  above-described 
lands,  comprising  204.59  acres  in  Elko 
County,  Nevada,  are  hereby  opened  to 
disposition,  subject  to  valid  existing 
rights  and  the  provisions  of  existing 
withdrawals. 

This  restoration,  being  made  in  fur¬ 
therance  of  an  exchange  under  section 
8  of  the  act  of  June  28,  1934,  48  Stat. 
1272,  as  amended  by  section  3  of  the 
act  of  June  26,  1936,  49  Stat.  1976  (43 
U.  S.  C.  315g),  by  which  the  offered 
lands  will  benefit  federal  land  programs, 
it  is  not  subject  to  the  provisions  con¬ 
tained  in  the  act  of  September  27,  1944, 
58  Stat.  747  (43  U.  S.  C.  279-284),  as 
amended,  granting  preference  rights  to 
veterans  of  World  War  II  and  others. 

The  restored  lands,  having  been  found 
suitable  by  appropriate  investigation,  to 
exchange  in  furtherance  of  the  federal 
land  program  as  indicated  above,  are 
classified  simultaneously  with  the  time 
of  their  restoration  for  conveyance  to 
the  City  of  Elko,  Nevada,  in  accordance 
with  Exchange  Application  Nevada 
010902. 

Inquiries  regarding  these  lands  shall 
be  addressed  to  the  Manager,  Land  and 
Survey  Office,  Post  Office  Box  1950, 
Reno,  Nevada. 

L.  T.  Hoffman, 
Regional  Administrator. 

[F.  R.  Doc.  54-2084;  Filed,  Mar.  24,  1954; 

8:47  a.  m.| 


[Misc.  59320] 

Nebraska 

ORDER  PROVIDING  FOR  OPENING  OF  PUBLIC 

LANDS  RESTORED  FROM  NORTH  PLATTE 

PROJECT 

March  19,  1954. 

An  order  of  the  Bureau  of  Reclamation 
dated  October  25,  1950,  concurred  in  by 
the  Acting  Director,  Bureau  of  Land 
Management,  November  20,  1950,  re¬ 
voked  the  Departmental  Order  of  Febru¬ 
ary  11,  1903,  so  far  as  it  withdrew  under 
the  provisions  of  the  Reclamation  Act  of 
June  17,  1902  (32  Stat.  388)  the  following 
described  land  in  connection  with  the 
North  Platte  Project  and  provided  that 
such  revocation  should  not  affect  the 
withdrawal  of  any  other  lands  by  said 
order  or  affect  any  other  order  withdraw¬ 
ing  or  reserving  the  lands  described : 

Sixth  Principal  Meridian 

T.  20  N..  R.  50  W.. 

Sec.  2,  sy2NWi4. 

The  area  described  contains  80  acres. 

This  land  is  situated  in  the  North 
Platte  Drainage  of  Nebraska  at  an  eleva¬ 
tion  of  approximately  3,250  feet  where 
the  annual  precipitation  is  approxi¬ 
mately  twelve  inches.  The  topography 
is  rough  and  bumpy  with  a  wide  draw 
running  east  and  west  through  the  land. 
The  soil  is  sandy  and  subject  to  blowing 
when  cultivated  or  when  not  protected 
by  vegetation.  The  native  vegetation 
consists  of  buffalo  grass,  sand  grass  and 
other  native  grasses.  Wind  erosion  at 
the  present  time  is  moderate  to  severe. 
The  land  is  primarily  valuable  for  graz¬ 
ing  and  is  not  suitable  for  crop  produc¬ 
tion.  Any  application  that  is  filed  will 
be  considered  on  its  merits.  The  lands 
will  not  be  subject  to  occupancy  or  dis¬ 
position  until  they  have  been  classified. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  the  de¬ 
scribed  lands  until  10:00  a.  m.  on  the 
35th  day  after  the  date  of  this  order. 
At  that  time  the  said  lands  shall  become 
subject  to  application,  petition,  location 
and  selection  under  the  applicable  public 
land  laws,  subject  to  valid  existing  rights, 
the  provisions  of  existing  withdrawals, 
the  requirements  of  applicable  laws,  and 
the  91 -day  preference  right  filing  period 
for  veterans  of  World  War  n  and  others 
entitled  to  preference  under  the  act  of 
September  27.  1944  (58  Stat.  747;  43 

U.  S.  C.  279-284),  as  amended. 


Alaska 

ALASKA  PUBLIC  SALE  ACT  CLASSIFICATION 
NO.  14 

March  19,  1954. 

Pursuant  to  the  authority  delegated 
to  me  under  section  2.21  of  Order  No.  1, 
Bureau  of  Land  Management,  Region 
VII,  approved  by  the  Acting  Secretary 
of  the  Interior  August  20,  1951  (16  F.  R. 
8625,  8627),  the  following  described  land 
is  classified  for  disposal  under  the  Alaska 
Public  Sale  Act  of  August  30,  1949  (63 
Stat.  679.  43  U.  S.  C.  364a-364e>  for 
industrial  and  commercial  purposes: 

Lots  7  and  8,  Sec.  25,  T.  4  N„  R.  12  W..  S.  M. 

Containing  7.26  acres. 

The  above  land  will  be  offered  for  sale 
In  accordance  with  regulations  con¬ 
tained  in  43  CFR  75.23.  If  no  bid  at  the 
minimum  acceptable  price  or  above  is 
made,  the  land  may  be  held  for  future 
offering  or  the  classification  may  be  re¬ 
scinded. 

Earl  G.  Harrington, 
Acting  Assistant  Director. 

|P.  R.  Doc.  54-2079;  Filed,  Mar,  24,  1954; 
8:45  a.  m.j 


[Docket  DA -4 14 1 
Oregon 

restoration  order  under  federal  power 

ACT 

March  15,  1954. 

Pursuant  to  determination  DA-414, 
Oregon,  of  the  Federal  Power  Commis¬ 
sion  and  in  accordance  with  Order  No. 
427  section  2.22  (a)  (4)  of  the  Director, 


1622 


NOTICES 


Bureau  of  Land  Management,  approved 
August  16,  1950,  15  F.  R.  5641,  it  is 
ordered  as  follows: 

Subject  to  valid  existing  rights  and 
the  provisions  of  existing  withdrawals 
the  lands  hereinafter  described  so  far 
as  they  are  withdrawn  and  reserved  for 
power  purposes  are  hereby  restored  to 
disposition  under  the  public  land  laws  as 
provided  by  law,  subject  to  the  provisions 
of  section  24  of  the  Federal  Power  Act  of 
June  10,  1920  (41  Stat.  1075;  16  U.  S.  C. 
sec.  818),  as  amended. 

Willamette  Meridian 

T.  31  S.,  R.  41  E  ; 

Sec.  14,  SE \4  SW V4 ,  W»/2SW%. 

The  areas  described  contain  an  aggre¬ 
gate  of  120  acres. 

The  lands  described  have  an  elevation 
of  3,500  feet;  the  topography  is  level; 
and  the  soil  is  sandy  clay  loam.  The 
lands  are  classified  as  grazing  and  agri¬ 
cultural  in  character  and  suitable  for 
disposal  under  the  public  sale  law  or 
entry  under  the  desert  land  law. 

While  any  application  which  is  filed 
will  be  considered  on  its  merits,  it  is 
unlikely  that  any  part  of  the  restored 
lands  will  be  classified  for  any  use  or 
disposal  other  than  that  shown  above. 
No  application  for  the  lands  may  be  al¬ 
lowed  under  the  homestead,  small  tract, 
desert  land,  or  any  other  nonmineral 
public  land  law  unless  the  lands  have 
already  been  classified  as  valuable  or 
suitable  for  such  type  of  application,  or 
shall  be  so  classified  upon  consideration 
of  an  application. 

The  lands  described  shall  be  subject  to 
application  by  the  State  of  Oregon  for  a 
period  of  90  days  from  that  of  publica¬ 
tion  of  this  order  in  the  Federal  Register 
for  right-of-way  for  public  highways  or 
as  a  source  of  materials  for  construction 
and  maintenance  of  such  highways,  sub¬ 
ject  to  section  24  of  the  Federal  Power 
Act,  as  amended.  This  order  shall  not 
otherwise  affect  the  status  of  the  lands 
until  10:00  a.  m.  on  the  91st  day  after 
the  date  of  publication  of  this  order  in 
the  Federal  Register.  At  that  time,  the 
lands  shall  become  subject  to  application, 
petition,  location  and  selection,  subject 
to  valid  existing  rights,  the  provisions  of 
existing  withdrawals,  the  requirements 
of  applicable  laws  and  the  90-day  prefer¬ 
ence  filing  period  of  veterans  and  others 
entitled  to  preference  under  the  act  of 
September  27.  1944  <58  Stat.  747;  43 

U.  S.  C.  279-284),  as  amended. 

Information  showing  the  periods  dur¬ 
ing  which  and  conditions  under  which 
veterans  and  others  may  file  application 
for  these  lands  may  be  obtained  on  re¬ 
quest  in  the  Land  Office,  Portland, 
Oregon. 

Joseph  A.  Gattong, 
Acting  Regional  Administrator. 

[F.  R.  Doc.  54-2081;  Filed,  Mar.  24,  1954; 

8:46  a.  m.) 


Idaho 

notice  of  proposed  withdrawal  and 
reservation  of  lands 

March  17,  1954. 

An  application,  serial  number  Idaho 
04663,  for  the  withdrawal  from  all  forms 


of  appropriation  under  the  public  land 
laws,  except  none  of  the  lands  described 
below  was  filed  on  February  8,  1950,  by 
United  States  Fish  and  Wildlife  Service. 
The  purposes  of  the  proposed  with¬ 
drawal:  North  Lake  Wildlife  Manage¬ 
ment  Area,  Idaho. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  persons 
having  cause  to  object  to  the  proposed 
withdrawal  may  present  their  objections 
in  writing  to  the  Regional  Administrator, 
Region  I,  Bureau  of  Land  Management, 
Department  of  the  Interior  at  Swan 
Island  Station,  Portland  18,  Oregon. 
In  case  any  objection  is  filed  and  the 
nature  of  the  opposition  is  such  as  to 
warrant  it,  a  public  hearing  will  be  held 
at  a  convenient  time  and  place,  which 
will  be  announced,  where  opponents  to 
the  order  may  state  their  views  and 
where  proponents  of  the  order  can  ex¬ 
plain  its  purpose. 

The  determination  of  the  Secretary 
on  the  application  will  be  published  in 
the  Federal  Register,  either  in  the  form 
of  a  public  land  order  or  in  the  form  of 
a  Notice  of  Determination  if  the  appli¬ 
cation  is  rejected.  In  either  case,  a 
separate  notice  will  be  sent  to  each  in¬ 
terested  party  of  record. 

The  lands  involved  in  the  application 
are: 

T.  7  N.,  R.  35  E.,  B.  M.,  Idaho; 

Sec.  20,  SE%,  Ey2SW>4, 

Sec.  29,  Nfc.  N*/2SWi4,  NW^SEVi,  * 

Sec.  28,  S W % NW *4 ,  NW1/4SWI(i,  SE>/4SWV4. 

Sec.  32,  Lots  1,  2,  3  and  4. 

T.  6  N.,  R.  35  E.,  B.  M.,  Idaho; 

Sec.  5,  Lots  3  and  5; 

Sec.  6,  Lots  1,  2,  4,  5,  and  6. 

T.  7  N.,  R.  34  E..  B.  M.,  Idaho; 

Sec.  26,  SVfcNVjj,  S*4. 

Sec.  34,  NEV4NEV4.  SWV4SE>4, 

Sec.  35,  N«/iNW%,  NWV4NEt4,  Sy2SE>4, 
SEV4SW&. 

T.  6  N.,  R.  34  E.,  B.  M..  Idaho; 

Sec.  1,  Lots  1,  2,  3,  4.  5,  6  and  7, 

Sec.  2,  Ny2N»/fe.  S^NE',4. 

Sec.  3,  NV6NEV4. 

Sec.  12,  NWV4NWJ4. 

The  areas  described  aggregate  2,392.32 
acres. 

Joseph  A.  Gauong, 
Acting  Regional  Administrator. 

(F.  R.  Doc.  54-2083;  Filed,  Mar.  24,  1954; 

8:46  a.  m.J 


Washington 

NOTICE  OF  PROPOSED  WITHDRAWAL  AND 
RESERVATION  OF  LANDS 

March  17,  1954. 

An  application,  serial  number  Wash- 
inton  0710,  for  the  withdrawal  from  all 
forms  of  appropriation  under  the  public 
land  laws,  except  none  of  the  lands 
described  below  was  filed  on  December 
19.  1952,  by  The  Corps  of  Engineers,  U.  S. 
Army.  The  purposes  of  the  proposed 
withdrawal :  Yakima  Artillery  and  Anti- 
Aircraft  Firing  Range. 

For  a  period  of  30  days  from  the  date 
of  publication  of  this  notice,  persons 
having  cause  to  object  to  the  proposed 


withdrawal  may  present  their  objections 
in  writing  to  the  Regional  Administra¬ 
tor,  Region  I,  Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior  at 
Swan  Island  Station,  Portland  18, 
Oregon.  In  case  any  objection  is  filed 
and  the  nature  of  the  opposition  is  such 
as  to  warrant  it,  a  public  hearing  will 
be  held  at  a  convenient  time  and  place, 
which  will  be  announced,  where  oppo¬ 
nents  to  the  order  may  state  their  views 
and  where  proponents  of  the  order  can 
explain  its  purpose. 

The  determination  of  the  Secretary  on 
the  application  will  be  published  in  the 
Federal  Register,  either  in  the  form  of  a 
public  land  order  or  in  the  form  of  a 
Notice  of  Determination  if  the  applica¬ 
tion  is  rejected.  In  either  case,  a  sepa¬ 
rate  notice  will  be  sent  to  each  interested 
party  of  record. 

The  lands  involved  in  the  application 
are: 

T.  12  N.,  R.  22  E.,  W.  M.; 

Sec.  2,  Lots  1,  2  and  3,  SE«4NW>4, 

Sec.  4,  SEV4SW14. 

T.  12  N..  R.  23  E.,  W.  M.; 

Sec.  4,  All. 

T.  13  N.,  R.  20  E.,  W.  M.; 

Sec.  26.  All. 

T.  13  N.,  R.  21  E„  W.  M.; 

Sec.  30,  NV£.  SW>4.  E'/2SE>4. 

T.  13  N..  R.  22  E„  W.  M.; 

Sec.  22,  SE'/4NWV4,  S>/2, 

Sec.  24,  SVfeSVfc. 

Sec.  26,  All, 

Sec.  28,  All, 

Sec.  34,  E %. 

T.  13  N.,  R.  23  E.,  W.  M.; 

Sec.  18,  Lots  2  &  4,  SE^NE^,  SEV4SW'i. 
Sec.  28,  EV4NEV4.  NW^NEVi,  NEy4NWy4, 

s«4. 

Sec.  30,  Lots  1,  3  &  4,  NE%,  Ey2NW'i, 
sev4swv4,  sy»SEV4. 

Sec.  32,  n>/2,  N>/2sy2,  sy2SE>4, 

Sec.  34,  All. 

T.  14  N.,  R.  23  E.,  W.  M.; 

Sec.  6,  Lots  1,  2,  3  &  4, 

Sec.  20,  W^t,  WVfcEVfc,  e>/2se>4. 

Sec.  28,  WViSWVi- 
T.  15  N„  R.  20  E„  W.  M.; 

Sec.  2,  Lots  1,  2,  3  &  4,  S^SVfc- 
T.  15  N„  R.  22  E..  W.  M.; 

Sec.  24,  NEy4NE>4,  Sy2N>£,  N'iSW'i, 
NWy4SE%. 

T.  15  N.,  R.  23  E.,  W.  M.; 

Sec.  4,  W*4.  WftSEK. 

Sec.  8.  All, 

Sec.  20,  W'/fcEVi,  W l/2  (excepting  that  por¬ 
tion  lying  easterly  of  the  westerly  line 
of  the  right-of-way  of  Chicago,  Milwau¬ 
kee.  St.  Paul  and  Pacific  Railroad  Com¬ 
pany). 

T.  16  N„  R.  20  E..  W.  M.: 

Sec.  24.  NV6,  NEV4SWV4,  NliSEtf, 
SEV4SEV4, 

Sec.  26,  Sy2NV6.  SV&, 

Sec.  34.  SWy4SW>/4. 

T.  16  N„  R.  21  E.,  W.  M.; 

Sec.  20.  All. 

T.  16  N„  R.  22  E.,  W.  M.; 

Sec.  26,  SWi/i,  W‘/2SE!4, 

Sec.  28,  S*/2. 

Sec.  32,  All, 

Sec.  34.  All. 

T.  16  N„  R.  23  E.,  W.  M.; 

Sec.  30,  Lots  3  &  4,  E%SW%,  SE>4. 

Sec.  32,  SWfcNEfc.  W*£,  SE«4. 

13,298.84  acres 

Joseph  A.  Gauong, 
Acting  Regional  Administrator. 

IF.  R.  Doc.  54-2082:  Filed,  Mar.  24,  1954; 
8:46  a.  m.J 
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Thursday,  March  25,  1954 

Bureau  of  Reclamation 

North  Platte  Project,  Nebraska 
ORDER  OF  REVOCATION 

October  23,  1952. 

Pursuant  to  the  authority  delegated 
by  Departmental  Order  No.  2515  of  April 
7,  1949  (14  P.  R.  1937),  I  hereby  revoke 
Departmental  Order  of  May  3,  1904, 
insofar  as  said  order  affects  the  following 
described  land;  provided,  however,  that 
such  revocation  shall  not  affect  the  with¬ 
drawal  of  any  other  lands  by  said  order 
or  affect  any  other  orders  withdrawing 
or  reserving  the  land  hereinafter  de¬ 
scribed  : 

Sixth  Principal  Meridian,  Nebraska 

T.  22  N„  R.  52  W.. 

Sec.  35.  SE^SE'^. 

The  above  area  aggregates  40  acres. 

G.  W.  Lineweaver, 

Assistant  Commissioner. 

[Misc.  63850] 

March  19,  1954. 

I  concur.  The  records  of  the  Bureau 
of  Land  Management  will  be  noted 
accordingly. 

The  lands  are  grazing  lands,  located 
approximately  five  miles  northeast  of 
Bayard,  Nebraska.  The  topography  is 
rolling  and  the  soils  are  silty  sand. 
Vegetative  cover  consists  principally  of 
blue  grama  and  sand  grass.  The  land 
lies  on  the  top  and  slopes  of  a  small 
divide.  Any  application  that  is  filed  will 
be  considered  on  its  merits.  The  lands 
will  not  be  subject  to  use  or  occupancy 
until  they  have  been  classified. 

This  order  shall  not  otherwise  become 
effective  to  change  the  status  of  the  de¬ 
scribed  lands  until  10:00  a.  m.  on  the 
35th  day  after  the  date  of  this  order.  At 
that  time  the  said  lands  shall  become 
subject  to  application,  petition,  location 
and  selection  under  the  applicable  pub¬ 
lic  land  laws,  subject  to  valid  existing 
rights,  the  provisions  of  existing  with¬ 
drawals,  the  requirements  of  applicable 
laws,  and  the  91 -day  preference-right 
filing  period  for  veterans  of  World  War 
II  and  others  entitled  to  preference  un¬ 
der  the  act  of  September  27,  1944  (58 
Stat.  747;  43  U.  S.  C.  279-284)  as 
amended. 

Inquiries  concerning  the  lands  shall 
be  addressed  to  the  Director,  Bureau  of 
Land  Management,  Department  of  the 
Interior,  Washington  25,  D.  C. 

Earl  G.  Harrington, 

Acting  Assistant  Director, 
Bureau  of  Land  Management. 

[P.  R.  Doc.  54-2088:  Filed.  Mar.  24.  1954; 

8:48  a.  m.J 


department  of  agriculture 

Office  of  the  Secretary 

Oklahoma 

designation  of  area  for  production 
emergency  loans  and  economic  emer¬ 
gency  LOANS 

For  the  purpose  of  making  loans  pur¬ 
suant  to  section  2  (a)  of  Public  Law  38, 
81st  Congress,  it  is  found  that  in  the 


counties  listed  below  a  production  dis¬ 
aster  has  caused  a  need  for  agricultural 
credit  not  readily  available  from  com¬ 
mercial  banks,  cooperative  lending  agen¬ 
cies,  or  other  responsible  sources. 

Pursuant  to  the  delegation  of  author¬ 
ity  from  the  Administrator,  Federal  Civil 
Defense  Administration  (18  F.  R.  4609) 
and  for  the  purpose  of  making  loans 
pursuant  to  section  2  (b)  of  Public  Law 
38.  81st  Congress,  as  amended  by  Public 
Law  115,  83d  Congress,  it  is  determined 
that  the  counties  listed  below  are  within 
the  area  affected  by  the  major  disaster 
occasioned  by  drought  determined  by 
the  President  on  June  26,  1953,  pursuant 
to  Public  Law  875,  81st  Congress.  It  is 
also  determined  that  an  economic  dis¬ 
aster  exists  in  said  counties  that  has 
caused  a  need  for  agricultural  credit  that 
cannot  be  met  for  a  temporary  period 
from  commercial  banks,  cooperative 
lending  agencies,  the  Farmers  Home  Ad¬ 
ministration  under  its  regular  loan  pro¬ 
grams,  or  other  responsible  sources. 

Oklahoma 


Atoka. 

Nowata. 

Bryan. 

Okfuskee. 

Choctaw. 

Okmulgee. 

Coal. 

Osage. 

Creek. 

Pawnee. 

Haskell. 

Payne. 

Hughes. 

Pittsburg. 

Johnston. 

Pontotoc. 

Latimer. 

Pottawatomie. 

Le  Flore. 

Pushmataha. 

Lincoln. 

Seminole. 

McCurtain. 

Sequoyah. 

McIntosh. 

Tulsa. 

Marshall. 

Muskogee. 

Washington. 

After  December  31,  1954,  loans  under 
section  2  (a)  or  2  (b)  of  Public  Law  38, 
81st  Congress,  as  amended,  will  not  be 
made  in  the  above  named  counties  ex¬ 
cept  to  borrowers  who  previously  re¬ 
ceived  such  assistance. 

Done  at  Washington,  D.  C.,  this  19th 
day  of  March  1954. 

[seal!  True  D.  Morse, 

Acting  Secretary. 

]F.  R.  Doc.  54-2097;  Filed,  Mar.  24,  1954; 
8:50  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  10346] 

James  Gerity,  Jr.  * 

MEMORANDUM  OPINION  AND  ORDER  MODIFY¬ 
ING  ISSUES 

In  re  application  of  James  Gerity.  Jr., 
Pontiac,  Michigan,  Docket  No.  10346, 
File  No.  BP-8651;  for  construction 
permit. 

1.  This  proceeding  involves  a  petition 
by  WKMH,  Inc.,  licensee  of  Station 
WKMF,  which  it  submits  in  connection 
with  the  above-entitled  application 
which  was  designated  for  hearing  follow¬ 
ing  a  protest  under  section  309  (c)  of 
the  Act  against  an  earlier  grant  of  the 
application  without  hearing.  The  matter 
was  designated  for  hearing  by  the  Com¬ 
mission’s  memorandum  opinion  and  or¬ 
der  released  August  7,  1953.  Certain  is¬ 
sues  were  specified  in  that  order,  and  the 
Commission  placed  on  the  protestant  the 


burden  of  proof  and  the  burden  of  pro¬ 
ceeding  with  the  introduction  of  evi¬ 
dence.  The  WKMF  petition  asks  that 
the  burdens  of  proof  and  of  proceeding 
with  the  introduction  of  evidence  be 
placed  on  Gerity,  and  that  certain 
changes  be  made  in  the  designated  hear¬ 
ing  issues.  These  matters  are  set  out  in 
detail  below. 

2.  On  November  12,  1952,  the  Commis¬ 
sion  adopted  an  order  providing  for  a 
consolidated  hearing  on  the  Gerity  and 
two  other  mutually  exclusive  applica¬ 
tions  to  use  1460  kilocycles  in  Pontiac, 
Michigan.  Because  of  the  prospect  of 
interference  which  the  proposed  Gerity 
station  would  cause,  the  Commission  des¬ 
ignated  an  issue  to  that  effect  and  WKMF 
(then  called  WCLC)  was  made  a  party 
respondent.  Subsequently,  the  other  two 
applicants  dismissed  their  applications. 
On  January  22,  1953,  Gerity  petitioned 
for  reconsideration  and  grant  of  his  ap¬ 
plication  without  hearing.  On  May  8,  the 
Commission  granted  Gerity’s  petition 
and  application. 

3.  On  June  8.  WKMF  filed  a  petition 
renewing  its  objection  to  the  proposed 
Gerity  station  and  asking  the  Commis¬ 
sion.  under  the  authority  of  section  405 
of  the  Communications  Act,  to  (1)  recon¬ 
sider  its  grant  to  Gerity,  (2)  designate 
the  application  for  hearing  on  the  orig¬ 
inal  issues  of  November  12,  1952,  and 
(3)  set  aside  the  Gerity  grant  until  final 
disposition  of  the  hearing.  WKMF  asked 
that  if  section  405  were  not  applicable, 
its  petition  be  treated  as  a  protest  under 
section  309  (c)  of  the  act. 

4.  After  holding  several  discussions 
relative  to  elimination  of  the  prospective 
interference,  Gerity  and  WKMF  filed  a 
joint  motion  on  June  17,  1953  in  which 
Gerity  consented  to  WKMF’s  petition  in¬ 
sofar  as  it  constituted  a  protest  under 
section  309  (c),  and  WKMF  withdrew  its 
petition  insofar  as  it  constituted  a  re¬ 
quest  for  reconsideration  under  section 
405  and  asked  that  its  petition  be  con¬ 
sidered  solely  as  a  section  309  (c)  pro¬ 
test. 

5.  On  August  7,  1953,  the  Commission 
released  its  memorandum  opinion  and 
order  in  which  it  postponed  the  effective 
date  of  the  grant  to  Gerity,  designated 
the  application  for  hearing  pursuant  to 
section  309  (c),  and  listed,  but  specifi¬ 
cally  refused  to  adopt  as  its  own,'  the  fol¬ 
lowing  hearing  issues: 

1.  To  determine  the  areas  and  populations 
which  may  be  expected  to  gain  or  lose  pri¬ 
mary  service  from  the  operation  of  the  pro¬ 
posed  station,  and  the  availability  of  other 
primary  service  to  such  areas  and  popula¬ 
tions. 

2.  To  determine  the  type  and  character  of 
program  service  proposed  to  be  rendered  and 
whether  it  would  meet  the  requirements  of 
the  populations  and  areas  proposed  to  be 
served. 

3.  To  determine  whether  the  operation  of 
the  proposed  station  would  involve  objec¬ 
tionable  interference  with  Station  WKMF, 


1  Section  309  (c)  provides  in  pertinent  part, 
as  follows:  “•  *  *  In  any  hearing  subse¬ 
quently  held  *  •  *  with  respect  to  all  issues 
set  forth  in  the  protest  and  not  specifically 
adopted  by  the  Commission,  both  the  burden 
of  proceeding  with  the  Introduction  of  evi¬ 
dence  and  the  burden  of  proof  shall  be  upon 
the  protestant  •  •  •’* 
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Flint,  Michigan,  and.  If  bo,  the  nature  and 
extent  thereof,  the  areas  and  populations 
affected  thereby,  the  availability  of  other 
primary  service  to  such  areas  and  popula¬ 
tions.  and  the  nature  and  character  of  the 
program  service  now  being  rendered  by  Sta¬ 
tion  WKMF  to  such  areas  and  populations. 

Although  the  August  7  document  inad¬ 
vertently  contained  some  ambiguous 
language,  it  is  clear  that  the  parties  had 
intended  that  the  pleading  be  considered 
a  section  309  (c)  protest  and  that  the 
relief  afforded  by  the  Commission  was  in 
significant  respects  that  contemplated 
by  that  section. 

6.  In  its  instant  petition,  WKMF  re¬ 
quests  that  the  Commission  transfer  the 
burdens  of  proof  and  of  proceeding  with 
the  introduction  of  evidence  to  applicant 
Gerity,  and  asks  that  the  issues  be 
amended  to  read  as  follows: 

1.  To  determine  the  areas  and  populations 
which  may  be  expected  to  gain  or  lose  pri¬ 
mary  service  from  the  operation  of  the  pro¬ 
posed  station,  and  the  primary  services  and 
the  nature  and  character  of  program  services 
available  to  such  areas  and  populations. 

2.  To  determine  the  type  and  character  of 
program  service  proposed  to  be  rendered  by 
the  applicant  and  whether  It  would  meet 
the  requirements  of  the  areas  and  popula¬ 
tions  proposed  to  be  served. 

3.  To  determine  whether  the  operation  of 
the  proposed  station  would  involve  objec¬ 
tionable  interference  with  Station  WKMF, 
Flint,  Michigan,  and.  If  so,  the  nature  and 
extent  thereof,  the  areas  and  populations 
affected  thereby,  the  primary  services  avail¬ 
able  to  such  areas  and  populations,  and  the 
nature  and  character  of  program  services  now 
being  rendered  to  such  areas  and  populations. 

4.  TO  determine  the  nature  and  character 
of  the  program  service  Station  WCAR  will 
render  to  the  areas  and  populations  proposed 
to  be  served  by  the  applicant  after  Station 
WCAR  has  moved  to  Detroit,  Michigan. 

5.  To  determine  whether,  based  on  the 
findings  made  pursuant  to  the  issues  above, 
the  public  interest,  convenience  or  necessity 
would  be  served  by  the  grant  of  the  above- 
entitled  application. 

7.  Briefly,  we  are  disposed  to  revise  the 
issues  in  accordance  with  WKMF's  re¬ 
quested  issues.  1,  2,  3,  and  5  since  these 
are  basically  the  issues  specified  by  refer¬ 
ence  in  the  WKMF  pleading  of  June  8, 
1953  which  was  later  clearly  labeled  by 
the  parties  as  a  section  309  (c)  protest. 
We  will  decline  WKMF's  suggested  issue 
4  since  this  request  comes  long  after  the 
expiration  of  the  30-day  protest  period 
of  section  309  (c),  and  we  are  not  in¬ 
clined  on  our  own  motion  to  include  the 
issue.  Lastly,  wTe  are  of  the  view  that 
the  proceeding  on  the  Gerity  application 
is  clearly  a  section  309  (c)  hearing,  and 
we  can  find  no  reason  for  reversing  our 
original  position  that  the  burdens  of 
proof  and  of  going  forward  shall  be 
placed  upon  the  protestant. 

8.  Accordingly:  It  is  ordered.  This 
18th  day  of  March  1954,  that  the  issues 
for  hearing  on  the  above-captioned  ap¬ 
plication  are  modified  to  read  as 
follows: 

1.  To  determine  the  areas  and  popula¬ 
tions  which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation  of 
the  proposed  station,  and  the  primary  serv¬ 
ices  and  the  nature  and  character  of  pro¬ 
gram  services  available  to  such  areas  and 
populations. 


2.  To  determine  the  type  and  character 
of  program  service  proposed  to  be  rendered 
by  the  applicant  and  whether  it  would 
meet  the  requirements  of  the  areas  and 
populations  proposed  to  be  served. 

3.  To  determine  whether  the  operation 
of  the  proposed  station  would  involve  ob¬ 
jectionable  interference  with  Station  WKMF, 
Flint,  Michigan,  and,  if  so,  the  nature  and 
extent  thereof,  the  areas  and  populations 
affected  thereby,  the  primary  services  avail¬ 
able  to  such  areas  and  populations,  and  the 
nature  and  character  of  program  services 
now  being  rendered  to  such  areas  and 
populations. 

4.  To  determine  whether,  based  on  the 
findings  made  pursuant  to  the  issues  above, 
the  public  interest,  convenience  or  necessity 
would  be  served  by  the  grant  of  the  above- 
entitled  application. 

9.  It  is  further  ordered.  That  the  above 
issues  are  not  adopted  by  the  Commis¬ 
sion,  and  that,  therefore,  pursuant  to  the 
provisions  of  section  309  (c)  of  the  Com¬ 
munications  Act  of  1934,  as  amended, 
the  burden  of  proceeding  wuth  the  intro¬ 
duction  of  evidence  and  the  burden  of 
proof  shall  be  on  the  protestant. 

Released:  March  22,  1954. 

Federal  Communications 
Commission  1 

[seal]  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc.  54-2107:  Filed,  Mar.  24,  1954; 
8:53  a.  m.] 


[Docket  Nos.  10959,  10911] 

Lawton  Broadcasting  Co.,  Inc.,  and 
Phil  Bird 

order  designating  application  for  con¬ 
solidated  HEARING  ON  STATED  ISSUES 

In  re  applications  of  Lawton  Broad¬ 
casting  Company,  Inc.,  Lawton,  Okla¬ 
homa,  File  No.  BP-8840,  Docket  No. 
10959;  Phil  Bird.  Lawton,  Oklahoma,  File 
No.  BP-9018,  Docket  No.  10911;  for  con¬ 
struction  permits. 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.  C.,  on  the  17th  day  of 
March  1954; 

The  Commission  having  under  consid¬ 
eration  the  above-entitled  application  of 
Lawton  Broadcasting  Company,  Inc.,  for 
a  construction  permit  for  a  standard 
broadcast  station  in  Lawton,  Oklahoma, 
to  operate  on  1600  kilocycles,  with  a 
power  of  1,000  watts,  unlimited  time; 

It  appearing,  that  the  Lawton  Broad¬ 
casting  Company  is  legally,  technically 
and  financially  qualified  to  operate  the 
station  as  proposed,  but  that  the  opera¬ 
tion  as  proposed  would  result  in  mutually 
prohibitive  interference  w’ith  the  pro¬ 
posed  operation  of  Phil  Bird  at  Lawton, 
Oklahoma  (Docket  No.  10911;  File  No. 
BP-9018)  and  that  the  proposed  opera¬ 
tion  would  not  provide  the  minimum  of 
interference-free  service  as  recommend¬ 
ed  by  the  Standards  of  Good  Engineering 
Practice  within  the  proposed  station's 
normally  protected  nighttime  4  mv/m 
and  daytime  (0.5  mv/m)  contours;  and 


*  Dissenting  statement  of  Commissioner 
Hennock  filed  as  part  of  original  document. 


It  further  appearing,  that  pursuant  to 
section  309  (b)  of  the  Communications 
Act  of  1934,  as  amended,  the  subject 
applicant  was  advised  by  letter  dated 
November  25,  1953,  of  the  above  defi¬ 
ciencies  and  that  the  Commission  was 
unable  to  conclude  that  a  grant  of  the 
application  would  be  in  the  public  in¬ 
terest;  and 

It  further  appearing,  that  the  appli¬ 
cant  failed  to  respond  to  the  Commis¬ 
sion’s  letter  of  November  25,  1953,  and, 
as  result  thereof,  the  Commission  on 
February  15,  1954,  dismissed  subject  ap¬ 
plication  of  Lawton  Broadcasting  Com¬ 
pany;  and 

It  further  appearing,  that  on  February 
24,  1954,  the  applicant  requested  the 
Commission  to  reconsider  its  action  of 
February  15,  1954,  dismissing  its  appli¬ 
cation  and  the  Commission,  after  recon¬ 
sidering,  reinstated  subject  application 
effective  March  3,  1954. 

It  is  ordered,  That  pursuant  to  section 
309  (b)  of  the  Communications  Act  of 
1934,  as  amended,  the  above-entitled 
application  of  Lawton  Broadcasting 
Company  is  designated  for  hearing  in  a 
consolidated  proceeding  with  the  appli¬ 
cation  of  Phil  Bird  of  Lawton,  Oklahoma 
(Docket  No.  10911,  File  No.  BP-9018)  at 
a  time  and  place  to  be  specified  in  a 
subsequent  order,  upon  the  following 
issues : 

1.  To  determine  the  areas  and  popula¬ 
tions  which  may  be  expected  to  gain  or 
lose  primary  service  from  the  operation 
of  the  proposed  station,  and  the  avail¬ 
ability  of  other  primary  service  to  such 
areas  and  populations. 

2.  To  determine  whether  the  installa¬ 
tion  and  operation  of  the  proposed  sta¬ 
tion  would  be  in  compliance  with  the 
Commission’s  Rules  and  Standards  of 
Good  Engineering  Practice  concerning 
Standard  Broadcast  Stations  with  par¬ 
ticular  reference  to  providing  the  recom¬ 
mended  minimum  of  interference-free 
service  within  the  proposed  station’s 
normally  protected  nighttime  (4  mv/m) 
and  daytime  (0.5  mv/m)  contours. 

3.  To  determine,  on  a  comparative 
basis,  whether  the  operation  proposed  in 
the  above-entitled  application  or  that 
proposed  in  the  application  submitted  by 
Phil  Bird  for  Lawton,  Oklahoma  'File 
No.  BP-9018)  would  best  serve  the  pub¬ 
lic  interest,  convenience  or  necessity  in 
light  of  the  evidence  adduced  under  the 
foregoing  issues  and  the  record  made 
with  respect  to  the  significant  differences 
between  the  applicants  as  to: 

(a)  The  background  and  experience 
of  each  of  the  applicants  to  own  and 
operate  the  proposed  stations. 

(b)  The  proposals  of  each  of  the  ap¬ 
plicants  with  respect  to  the  manage¬ 
ment  and  operation  of  the  proposed 
stations. 

(c)  The  programming  service  pro¬ 
posed  in  each  of  the  above-mentioned 
applications. 

It  is  further  ordered.  That  issue  3  set 
forth  above  is  made  one  of  the  issues  in 
the  hearing  designed  by  the  Commission 
in  its  order  of  February  17,  1954,  con¬ 
cerning  the  application  of  Phil  Bird, 


Thursday,  March  25,  1954 


FEDERAL  REGISTER 


Lawton,  Oklahoma  (Docket  No.  10911; 
File  No.  BP-9018). 

Released:  March  22,  1954. 

Federal  Communications 
Commission, 

[seal]  Mary  Jane  Morris, 

Secretary. 


[F.  R.  Doc.  54-2108;  Filed,  Mar.  24.  1954; 
8:53  a.  m.) 


FEDERAL  .POWER  COMMISSION 


[Docket  No.  E-6545J 
Community  Public  Service  Co. 


NOTICE  OF  ORDER  AUTHORIZING  ISSUANCE  OF 
SECURITIES 


March  19,  1954. 

Notice  is  hereby  given  that  on  March 
18,  1954,  the  Federal  Power  Commission 
issued  its  order  adopted  March  17,  1954, 
authorizing  issuance  of  securities  in  the 
above-entitled  matter. 


Leon  M.  Fuquay, 

Secretary. 


[F.  R.  Doc.  54-2100;  Filed,  Mar.  24,  1954; 
8:51  a.  m.J 


[Docket  Nos.  IT-6087.  IT-6088,  IT-6089, 
IT-6090,  E-6331  ] 


Bonneville  Project,  Columbia  River, 
Washington-Oregon 


notice  of  order  confirming  and 
APPROVING  RATE  SCHEDULES 


March  19,  1954. 

Notice  is  hereby  given  that  on  March 
18,  1954,  the  Federal  Power  Commission 
issued  its  order  adopted  March  17,  1954, 
confirming  and  approving  rate  schedules 
in  the  above-entitled  matter. 


Leon  M.  Fuquay, 

Secretary. 


[F.  R.  Doc.  54-2101;  Filed,  Mar.  24,  1954; 
8:51  a.  m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 


[File  No.  30-68] 

Derby  Gas  &  Electric  Corp. 


ORDER  DECLARING  REGISTERED  HOLDING 
COMPANY  HAS  CEASED  TO  BE  HOLDING 
COMPANY  AND  TERMINATING  REGISTRATION 


March  18,  1954. 


No.  58 - 5 


with  the  plan  and  merger  of  Derby  and 
its  subsidiaries  (other  than  the  Derby 
Gas  and  Electric  Corporation  of  Con¬ 
necticut)  into  and  with  said  the  Derby 
Gas  and  Electric  Corporation  of  Con¬ 
necticut  and  the  proceedings  had  with 
respect  thereto  contained  in  the  Com¬ 
mission’s  order  of  October  9,  1953  (Hold¬ 
ing  Company  Act  Release  No.  12165) . 

Due  notice  having  been  given  of  the 
filing  of  said  application,  and  a  hearing 
not  having  been  requested  of  or  ordered 
by  the  Commission;  and  it  appearing  to 
the  Commission  that  Derby  has  ceased 
to  be  a  holding  company  and  the  said 
application  should  be  granted: 

It  is  hereby  ordered  and  declared.  That 
Derby  has  ceased  to  be  a  holding  com¬ 
pany,  and  that  the  registration  of  Derby 
as  a  holding  company  has  ceased  to  be 
in  effect  as  of  the  close  of  business  on 
December  31,  1953,  subject,  however,  to  a 
continuation  of  the  reservations  of  juris¬ 
diction  with  respect  to  the  allowance  and 
payment  of  fees  and  expenses  incurred 
in  connection  with  the  foregoing  plan 
and  merger  and  the  proceedings  had  with 
respect  thereto  contained  in  the  Commis¬ 
sion’s  order  of  October  9,  1953. 


By  the  Commission. 


[seal] 


Orval  L.  DuBois, 

Secretary. 


[F.  R.  Doc.  54-2091;  Filed,  Mar.  24,  1954; 
8:49  a.  m.] 


[File  No.  812-8261 
National  Food  Products  Corp. 


NOTICE  OF  APPLICATION  FOR  ORDER  DECLAR¬ 
ING  THAT  COMPANY  IS  NOT  AN  INVEST¬ 
MENT  COMPANY 

March  18,  1954. 


The  Housatonic  Public  Service  Com¬ 
pany,  a  public-utility  company,  and  the 
successor  of  Derby  Gas  &  Electric  Corpo¬ 
ration  (“Derby”),  a  registered  holding 
company,  has  filed  an  application  with 
this  Commission  for  an  order  under  sec¬ 
tion  5  (d)  of  the  Public  Utility  Holding 
Company  Act  of  1935  (“act”)  declaring 
that  Derby  has  ceased  to  be  a  holding 
company  and  that  its  registration  as 
such  under  the  act  unconditionally 
ceased  to  be  in  effect  as  of  the  close  of 
business  on  December  31,  1953,  subject, 
however,  to  the  continuation  of  the 
reservations  of  jurisdiction  with  respect 
t°  the  allowance  and  payment  of  fees 
&nd  expenses  incurred  in  connection 


Notice  is  hereby  given  that  National 
Food  Products  Corporation  (“National 
Food”),  Boston,  Massachusetts,  has  filed 
an  application  pursuant  to  section  3  (b) 
(2)  of  the  Investment  Company  Act  of 
1940  (“act”)  for  an  order  declaring  it  to 
be  primarily  engaged  through  a  con¬ 
trolled  company  in  a  business  other  than 
that  of  investing,  reinvesting,  owning, 
holding,  or  trading  in  securities. 

The  application  states  that  for  several 
years  prior  to  1940  National  Food,  a 
Maryland  corporation  organized  in  1925, 
controlled  two  subsidiaries  each  of  which 
was  engaged  in  operating  a  chain  of  food 
stores,  and  that  during  1940  thestf  sub¬ 
sidiaries  were  merged  and  the  name  of 
the  surviving  corporation  was  changed 
to  Colonial  Stores,  Incorporated  (“Colo¬ 
nial  Stores”) .  Since  the  merger  Colonial 
Stores  has  been  continuously  engaged  in 
the  operation  of  a  chain  of  food  stores, 
or  supermarkets,  and  now  operates  in 
the  States  of  Maryland,  Virginia,  North 
Carolina,  South  Carolina,  Georgia,  Ala¬ 
bama,  Tennessee,  and  Florida.  Colonial 
Stores’  sales  amounted  to  $214,995,018 
for  the  fiscal  year  ended  December  27, 
1952. 

The  application  also  states  that  as  of 
December  31,  1940,  following  the  merger. 
National  Food  owned  149,590  shares  or 
61  percent  of  the  common  stock  of  Colo¬ 
nial  stores  then  outstanding.  In  addi¬ 
tion  National  Food  also  owned  21,500 


shares  of  the  common  stock  of  H.  C. 
Bohack  Company,  Inc.,  or  about  20  per¬ 
cent  of  that  company’s  then  outstanding 
common  stock;  4,330  shares  of  common 
stock  of  United  States  Stores  Corpora¬ 
tion;  and  600  shares  of  common  stock  of 
Philadelphia  Dairy  Products  Company, 
Inc.  At  that  time,  the  market  value  of 
National  Food’s  majority  holdings  of  the 
common  stock  of  Colonial  Stores  ex¬ 
ceeded  95  percent  of  the  value  of  National 
Food’s  total  assets,  exclusive  of  Govern¬ 
ment  securities  and  cash  items. 

Subsequently,  as  a  result  of  a  split  of 
Colonial  Stores’  common  stock,  and  the 
distribution  by  that  company  of  divi¬ 
dends  payable  in  its  common  stock,  and 
the  purchase  by  National  Food  of  addi¬ 
tional  shares  of  Colonial  Stores’  common 
stock,  National  Food’s  holdings  of  Colo¬ 
nial  Stores’  common  stock  have  increased 
to  400,830  shares.  However,  as  a  result 
of  the  acquisition  of  Colonial  Stores’ 
common  stock  during  that  period  by 
others  than  National  Food  and  despite 
the  fact  that  National  Food  has  not  dis¬ 
posed  of  any  shares  of  such  stock,  Na¬ 
tional  Food's  proportionate  ownership 
of  such  stock  has  declined  to  49.7  percent 
of  the  total  outstanding. 

As  of  February  1953,  National  Food’s 
interest  in  the  common  stock  of  Colonial 
Stores  had  a  market  value  of  approxi¬ 
mately  $12,000,000,  equal  to  about  85.7 
percent  of  the  then  value  of  National 
Food’s  total  assets.  National  Food’s 
income  in  1952  totalled  $776,798  of  which 
$668,048  or  86  percent  thereof  was  de¬ 
rived  from  dividends  on  Colonial  Stores’ 
common  stock. 

The  changes  in  National  Food’s  port¬ 
folio  since  1940  other  than  those  relating 
to  Colonial  Stores  are  as  follows:  The 
21,500  shares  of  common  stock  of  H.  C. 
Bohack  Company,  Inc.  have  been 
changed  into  86,000  shares  as  a  result 
of  a  4  for  1  stock  split;  National  Food 
has  sold  for  an  aggregate  consideration 
of  about  $4,500  its  interests  in  Phila¬ 
delphia  Dairy  Products  Company,  Inc., 
and  P.  H.  Butler  Company  (which  Na¬ 
tional  Food  had  received  during  1941  in 
exchange  for  its  holdings  of  United 
States  Stores  Corporation  as  a  result  of 
the  reorganization  thereof) ;  in  1950  and 
1951  National  Food  acquired  for  a  con¬ 
sideration  of  $100,000  an  interest  in 
Everywoman’s  Magazine,  Inc.,  which 
company  publishes  a  magazine  for  sale 
in  chain  food  stores. 

National  Food  states  that  since  the 
1940  merger  it  has  controlled  Colonial 
Stores;  that  National  Food’s  officers  and 
directors  have  supervised  the  affairs  of 
Colonial  Stores,  formulated  the  latter’s 
major  policies  and  controlled  its  major 
business  decisions,  and  that  National 
Food  has  been  primarily  engaged  in  the 
chain  food  store  business  through  Colo¬ 
nial  Stores  and  intends  to  remain  in  such 
business  through  Colonial  Stores.  All 
of  National  Food’s  eight  directors  are 
now  members  of  Colonial  Stores’  board 
of  directors  of  15  members  and  three  of 
National  Food’s  directors,  including  its 
president,  are  members  of  Colonial 
Stores’  five  member  Executive  Com¬ 
mittee. 

Section  3  (b)  (2)  of  the  act.  among 
other  things,  excepts  from  the  definition 
of  an  investment  company  contained  in 
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NOTICES 


section  3  (a)  (3),  any  issuer  which  the 
Commission  finds  and  by  order  declares 
to  be  primarily  engaged  in  a  business 
other  than  that  of  investing,  reinvesting, 
owning,  holding,  or  trading  in  securities, 
either  directly  or  through  controlled 
companies  conducting  similar  types  of 
businesses. 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than 
March  31,  1954,  at  5:30  p.  m.,  submit  to 
the  Commission  in  writing  any  facts 
bearing  upon  the  desirability  of  a  hear¬ 
ing  on  the  matter  and  may  request  that 
a  hearing  be  held,  such  request  stating 
the  nature  of  his  interest,  the  reasons 
for  such  request  and  the  issues,  if  any,  of 
fact  or  law  proposed  to  be  controverted, 
or  he  may  request  that  he  be  notified  if 
the  Commission  should  order  a  hearing 
thereon.  Any  such  communication  or 
request  should  be  addressed:  Secretary, 
Securities  and  Exchange  Commission, 
425  Second  Street  NW„  Washington  25, 
D.  C.  At  any  time  after  said  date,  the 
application  may  be  granted  as  provided 
in  Rule  N-5  of  the  rules  and  regulations 
promulgated  under  the  act. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.  R.  Doc.  54-2092;  Filed,  Mar.  24.  1954; 

8:49  a.  in.] 


[File  No.  70-3202] 

Cape  &  Vineyard  Electric  Co.  et  al. 

NOTICE  OF  PROPOSED  BANK  BORROWINGS 

In  the  matter  of  Cape  &  Vineyard 
Electric  Company,  New  Bedford  Gas  and 
Edison  Light  Company,  New  Hampshire 
Electric  Company,  Plymouth  County 
Electric  Company.  Pile  No.  70-3202. 

Notice  is  hereby  given  that  Cape  & 
Vineyard  Electric  Company  (“Cape”), 
New  Bedford  Gas  and  Edison  Light  Com¬ 
pany  (“New  Bedford”),  New  Hampshire 
Electric  Company  (“New  Hampshire”), 
and  Plymouth  County  Electric  Company 
(“Plymouth!’),  public-utility  subsidiaries 
of  New  England  Gas  and  Electric  Associ¬ 
ation,  a  registered  holding  company, 
have  filed  with  this  Commission  a  joint 
application  pursuant  to  the  Public 
Utility  Holding  Company  Act  of  1935 


(“act”)',  designating  section  6  (b)  there¬ 
of  as  applicable  to  the  several  proposed 
transactions,  which  are  summarized  as 
follows : 

The  applicants  propose  to  borrow,  on 
notes  payable  to  The  First  National  Bank 
of  Boston,  funds  not  exceeding  the  aggre¬ 
gate  amounts  set  forth  below; 


Cape  _ $2.  700,  000 

New  Bedford _ _  2,  500,  000 

Plymouth  _  1,200,000 

New  Hampshire _ _  500,  000 


Cape,  New  Bedford  and  Plymouth  pro¬ 
pose  to  borrow  funds  from  time  to  time 
prior  to  December  31,  1955,  evidenced 
by  notes  maturing  more  than  one  year 
after  date  thereof  but  not  later  than 
December  31,  1957,  bearing  interest  at 
the  prime  Boston  rate  for  commercial 
paper  plus  V2  of  1  percent,  with  a  maxi¬ 
mum  of  3%  percent  and  a  minimum  of 
3*4  percent,  such  interest  rate  to  be 
adjusted  every  90  days  for  any  change  in 
the  existing  prime  rate  within  said  max¬ 
imum  and  minimum  limits.  The  pro¬ 
ceeds  of  the  borrowings  are  to  be  used: 
(1)  To  repay  notes  of  the  several  com¬ 
panies,  in  the  aggregate  principal 
amount  of  $1,850,000,  and  payable  to  said 
bank  on  December  31, 1954,  and  executed 
for  the  purpose  of  temporarily  financing 
additions  to  property,  plant  and  equip¬ 
ment;  and  (2)  to  apply  the  balance 
($1,950,000  for  Cape.  $1,650,000  for  New 
Bedford,  $950,000  for  Plymouth)  to 
reimburse,  in  whole  or  in  part,  the  Plant 
Replacement  Fund  of  the  several  com¬ 
panies  for  expenditures  made  therefrom 
to  finance  extensions,  additions  and  im¬ 
provements  to  property,  plant  and  equip¬ 
ment,  and  (as  respects  Cape  and  Plym¬ 
outh)  to  finance  temporarily  their 
respective  construction  programs. 

The  Department  of  Public  Utilities  of 
Massachusetts,  the  regulatory  commis¬ 
sion  of  the  state  in  which  Cape,  New 
Bedford  and  Plymouth  are  organized 
and  doing  business,  has  expressly  au¬ 
thorized  their  respective  borrowings  as 
aforesaid. 

New  Hampshire  proposes  to  borrow 
funds  from  time  to  time  prior  to  Decem¬ 
ber  31,  1954,  evidenced  by  notes  matur¬ 
ing  more  than  one  year  after  date  there¬ 
of  but  not  later  than  December  31,  1956, 
bearing  interest  at  the  prime  Boston  rate 
for  commercial  paper  plus  y4  of  1  per¬ 
cent,  with  a  maximum  of  3  V2  percent  and 


a  minimum  of  3  percent,  such  interest 
rate  to  be  adjusted  every  90  days  for  any 
change  in  the  existing  prime  rate  within 
said  maximum  and  minimum  limits. 
The  proceeds  of  the  borrowing  are  to  be 
used  to  reimburse,  in  part,  the  com¬ 
pany’s  treasury  for  costs  already  in¬ 
curred  for  capital  expenditures. 

The  Public  Utilities  Commission  of  the 
State  of  New  Hampshire,  the  regulatory 
commission  of  the  state  in  which  New 
Hampshire  is  organized  and  doing  busi¬ 
ness,  has  expressly  authorized  the  com¬ 
pany’s  borrowing  as  aforesaid. 

The  expenses  to  be  incurred  by  the 
several  companies  in  connection  with 
said  borrowings  are  estimated  as  follows: 


NEGF.A 

Service 

Corpora¬ 

tion 

(services 
at  cost) 

Legal 
services 
(Win. 
A.  Hill) 

M  iscel- 
laneous 

Total 

Cape . 

$500 

$150 

$150 

$sno 

New  Bedford _ 

500 

150 

150 

800 

Plymouth . 

600 

150 

150 

800 

New  Hampshire... 

600 

150 

>250 

900 

•  Including  estimated  legal  fees  of  $100  to  associate 
counsel. 


Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than  April 
6,  1954,  at  5:30  p.  m.,  request  in  writing 
that  a  hearing  be  held  on  such  matter, 
stating  the  nature  of  his  interest,  the 
reasons  for  such  request,  and  the  issues 
of  fact  or  law,  if  any,  raised  by  said  ap¬ 
plication  which  he  desires  to  controvert; 
or  he  may  request  that  he  be  notified 
if  the  Commission  should  order  a  hearing 
thereon.  Any  such  request  should  be 
addressed :  Secretary,  Securities  and  Ex- 
change  Commission,  425  Second  Street 
NW„  Washington  25,  D.  C.  At  any  time 
after  said  date  said  application,  as  filed 
or  as  amended,  may  be  granted  as  pro¬ 
vided  in  Rule  U-23  of  the  rules  and  regu¬ 
lations  promulgated  under  the  act,  or 
the  Commission  may  exempt  such  trans¬ 
actions  as  provided  in  Rule  U-20  (a)  and 
Rule  U-100  thereof. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(F.  R.  Doc.  64-2093;  Filed,  Mar.  24,  1954; 

8:49  a.  m  ] 
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